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PREFACE 



DuBiNG the last few years the production 

of low-power stationary engines has shown a 

remarkable increase, and the appearance of 

this book is due to the fact that these engines 

( have gone into the hands of users who have 

f^ little or no knowledge of their operation, 

^ care and handling. 

^ It is not the purpose of the book to 

^ instruct in engine design, or to compare the 

merits of different constructions, but to ex- 
plain in a simple and practical manner the 
^ use of engines as they exist. 

E. B. W. 

tf Flushing, N. Y. 
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CHAPTER I 

GAS-ENGINE PRINCIPLES 

IN order to do work of any kind^ whether 
it is hauling a load, turning a grind- 
stone, hoisting a bale of hay, or any- 
thing else, it is necessary to exert pressure, 
and the first step in doing work is therefore 
to produce the pressure that will be required 
for it. Pressure may be obtained from many 
sources; from wind; from running water; 
from gravity; but it is usually the case that 
it cannot be directly applied, or, in other 
words, that the form in which it exists is not 
suitable for the work that is to be done. 
Windmills, water wheels and pile drivers are 
thus used to convert the pressure from these 
sources into useful work. 
On first thought it would hardly appear 
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2 GAS-ENGINE PEINCIPLES 

possible to obtain pressure and work from 
heat; but, nevertheless, heat is the most gen- 
erally useful source of pressure that we have, 
for it is the force that operates steam engines 
and all classes of gas engines. 

Power may be obtained from heat because 
substances tend to become larger, or to ex- 
pand, when they are heated. The mercury 
in a thermometer stands higher in the tube 
in summer than in winter because it occupies 
more room when warm than when cold; the 
only direction in which it may move in order 
to find room for itself is upward. The rails 
of a railroad will lengthen on a hot summer 
day, and spaces are left between the rail ends 
to permit them to do so. Great force is cer- 
tainly required to stretch a steel rail, even by 
only a half inch, but sufficient force to do this 
is produced by the simple heating of the rail 
by the rays of the sun. 

Heat acts in the same way and to a far 
greater extent on air and on all other gases 
than on metals; the operation of steam and 
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gas engines depends on this simple fact. As 
an example of the expansion of heated air, 
fill a large and tight paper bag three-quarters 
full of air, twist the neck tightly to prevent 
leakage, and hold it over a stove. As the air 
becomes heated the bag is seen to swell, for 
the air is now expanding and occupying more 
room. Then if the bag is moved away it will 
shrink, for as the air cools it does not take 
up so much space. If instead of partially 
filling the bag with air before heating it is 
completely filled, the effort of the air to ex- 
pand when heated will burst the bag. 

The most familiar example of the power 
that a heated gas can produce is the steam 
boiler and engine. Water is heated in a boiler 
and turned into the gas that is known as 
steam, and, being hot, this gas tends to ex- 
pand. This it cannot do, however, for the 
boiler confines it, but in striving to expand 
it produces pressure, as indicated by the 
pressure gage. When the engine throttle is 
opened the steam finds an escape from the 
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boiler and rushes to the engine cylinder, 
where it has its desired opportunity to ex- 
pand. In order to expand, however, and to 
make room for itself, it must move the piston, 
and by this movement of the piston the heat 
of the gas is converted into work. When the 
piston reaches the end of the cylinder the 
valves change, and direct the further flow 
of steam from the boiler to the other side of 
the piston, which is thus pushed back to 
where it started (Fig. 1). 

The operation of a steam engine is thus 
due, first, to the production of a hot gas, and, 
second, to giving the gas the opportunity to 
expand that it desires, but requiring it to per- 
form the work of pushing the piston in order 
to do so. The piston is connected to a crank, 
and its back-and-forth or reciprocating mo- 
tion is converted to the round-and-round or 
rotary motion that is necessary for the driv- 
ing of machinery. 

The first step in producing power with a 
steam engine is the heating of the gas, and 
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the heat is applied in a boiler away from the 
cylinder; a steam engine might therefore be 
called an external combustion engine. If the 
heat is applied to the gas inside of the cylin- 
der the engine conld be called an internal 
combustion engine, and this is the true name 
of a gas engine (Fig. 1). 

When a fire is built under a boiler only a 
small part of its heat is actually applied to 
heating the water, for most of it passes up 
the chimney or is otherwise wasted. When 
the fire is produced inside of the cylinder a 
far greater proportion of the heat is utilized 
in heating the gases, and this is the chief rea- 
son for the cheapness with which a gas en- 
gine produces power. 

There is no difference in the principle un- 
der which steam engines and gas engines 
operate; in both cases it is the expansion of 
a hot gas that produces power, and the dif- 
ference between the two classes of engines 
is in the method of heating the gas. In the 
steam engine the gas is heated by the fire 
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tinder the boiler, while in the gas engine the 
gas is of a kind that will bnm, and it is 
heated by its own burning. This gas is taken 
into the cylinder, and at the right instant it 
is set on fire; it is heated very suddenly and 
intensely by its own flames, and instantly 
endeavors to expand and to occupy more 
room. As is the case with the steam in the 
steam engine, the gas must move the piston 
in order to make room for itself^ and this 
movement of the piston turns the crank shaft 
and develops power. 

In order that a gas engine may run, it is 
necessary first to provide a gas that will bum 
and then to get it into the cylinder. The gas 
must next be set on fire in order that it may 
expand and develop power, and, finally, the 
burned and useless gases must be driven out 
of the cylinder to make room for a fresh 
charge. 

In a steam engine the piston is always 
moving under the pressure of the steam, but 
in a gas engine the pressure of the hot gas 
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moves the piston for only a part of the time. 
No power is being produced by the engine 
while the fresh gas is going into the cylinder, 
or while it is being prepared for burning, or 
while the burned gas is beiug driven out of 
the cylinder. These things are done by keep- 
ing the piston moving, and the power for this 
is supplied by an outside force. 

In a foot-power grindstone the treadle is 
pushed downward by the foot, and the spin 
or momentum of the heavy stone brings the 
treadle upward to the point at which it may 
again be pressed down. A heavy wheel does 
the same thing for the gas engine. This fly 
wheel is attached to the crank shaft, and the 
spin or momentum that it gains when the pis- 
ton is being moved by the pressure of the 
hot gas is sufficient to keep the crank shaft 
turning and the piston moving during the 
time when pressure is not being developed. 

There are certain definite processes that the 
gas engine must perform in order to run, and 
if these are interfered with or are prevented. 
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the engine will run poorly or not at all. The 
first step is to get the gas into the cylinder, 
and this is done by working the engine as a 
pump. In a water pump water is sucked into 
the pump cylinder by moving the plunger, 
and in a gas engine the piston is moved from 
one end of the cylinder to the other to suck 
a charge of gas into the space between the 
top of the piston and the cylinder head, or, 
as it is called, the combustion space. 

The gas that is thus drawn in is not in a 
condition to develop great power, however, 
and if it were to be burned immediately the 
results would be very poor. The power de- 
veloped by the gas will be very greatly in- 
creased if the gas is compressed before it is 
burned, and the second step in the operation 
of the engine is the compression of the charge 
of gas. In explanation of the necessity for 
compression let us suppose that the engine 
cylinder contains one quart of gas, and that 
when the gas is burned and heated it becomes 
a gallon. If this quart of gas is compressed 
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to a pint before it is heated^ it will still be 
capable of expanding to a gallon, and twice 
the pressure wiU be developed in expanding 
it from a pint to a gallon as would be de- 
veloped in expanding it from a quart to a 
gallon. The same principle applies to a gun; 
if the charge of powder is rammed down 
hard, the bullet will be fired with much more 
force than would be the case if the powder 
is poured loosely into the barrel. 

Another good result of compression is that 
it greatly improves the quality of the gas 
The gas that is drawn into the cylinder dur- 
ing the first movement of the piston will not 
bum as readily as is desirable, for the gaso- 
line vapor and air of which it is composed 
are not as well mixed as they should be; fur- 
thermore, some of the gasoline may not have 
turned to vapor, but have entered the cylin- 
der as a liquid. The compression of the 
charge turns any liquid gasoline to vapor, 
and mixes the gasoline vapor thoroughly 
with the air. 
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The third step in the operation of the en- 
gine is the production of power. When the 
charge of gas is compressed it is set on fire, 
and the pressure produced by the sndden 
heating of the gas drives the piston from one 
end of the cylinder to the other. It is then 
that the engine delivers power. 

The charge of gas having been bnmed and 
expanded, it is no longer of nse, and the final 
step is to drive this useless gas out of the 
cylinder to make room for a fresh charge. 

This succession of events is called the gas 
engine cycle, or Otto cycle, and must be re- 
peated as long as the engine runs. The word 
cycle does not indicate any single step in the 
process, but all of the steps, taken as a whole 
and in their proper order. The steps neces- 
sary in using a gun are the inserting of a 
cartridge, its discharge, and the removal of 
the empty shell, and these might be called 
the gun cycle; if one step is omitted the 
others cannot be performed. 



CHAPTEEn 

ENGINE TYPES 

GAS engines are divided into two 
classes, according to the number of 
movements, or strokes, that the pis- 
ton makes in going through the cycle. A 
stroke is the movement of the piston from 
one end of the cylinder to the other, and the 
piston makes this movement while the crank 
shaft makes one-half of a revolution. The 
movement of the piston toward the crank 
shaft is called an outward stroke, and the 
movement away from the crank shaft is 
called an inward stroke. During every revo- 
lution of the crank shaft the piston makes 
these two strokes. 

The class of gas engines that is in most 
general use is the 4-stroke cycle, or 4-cycle, 

which requires the piston to make four 

12 
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14 GAS-ENGINE PRINCIPLES 

strokes in order to draw the fresh gas into 
the cylinder, to compress it, to deliver power, 
and to drive ont the bnrned gases. These 
four strokes are named in accordance with 
the action that takes place during each one, 
and are illustrated in Figure 2. The four 
diagrams represent a cylinder, open at the 
end toward the crank shaft and with the 
other end closed, and in which the piston 
slides as the crank shaft revolves. 

Starting at the closed end, the piston 
makes an outward stroke, and as the first 
diagram shows, the inlet valve opens to per- 
mit a charge of fresh gas to be drawn into 
the cylinder. This movement of the piston 
is called the inlet stroke, or suction stroke. 
When the piston reaches the end of the stroke 
the inlet valve closes, the cylinder then be- 
ing filled with gas. The piston now makes 
an inward stroke, and, as the gas cannot es- 
cape, it is compressed between the piston and 
the closed end of the cylinder. This is called 
the compression stroke. When the piston 
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reaches the end of this stroke the gas is set 
on fire, or ignited, and the pressure drives 
the piston outward on the power stroke, or 
working stroke. During this stroke the 
valves remain closed. The piston next makes 
an inward stroke, and as the exhaust valve 
is open at that time, the burned gases are 
pushed out. This is called the exhaust stroke, 
or scavenging stroke, and when it is com- 
pleted everything is ready for another inlet 
stroke and a repetition of the cycle. 

The performing of the cycle thus requires 
two revolutions of the crank shaft, or four 
strokes of the piston, but power is developed 
during only one of these strokes. The other 
three strokes are the so-called idle strokes, 
and not only is no power developed during 
them, but power is required to move the pis- 
ton through them. This power is obtained 
from the spin or momentum of the flywheel, 
which is thus seen to play an important part 
in the operation of the engine. 

The engine actually develops power for 
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only one-quarter of the time that it runs; on 
an hour's run it will be developing power for 
only fifteen minutes, the remaining forty-five 
minutes being taken up by the idle strokes. 
For three-quarters of an hour, therefore, the 
engine and the machinery will be kept run- 
ning by the momentum of the flywheel, and it 
is necessary to give the flywheel considerable 
weight in order that the momentum may be 
suflScient for the work required of it. 

Pressure is developed in the cylinder with 
great suddenness, and if the flywheel is too 
light in weight it will speed up, permitting 
the piston to move too fast on the power 
stroke. Furthermore, it will not have suflS- 
cient momentum to move the piston steadily 
and at proper speed through the succeeding 
idle strokes, the result being jerky and 
unsteady operation. A flywheel of proper 
weight will prevent the piston from moving 
too rapidly during the power stroke, and will 
drive it steadily and smoothly through the 
idle strokes at almost constant speed. 
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In another class of gas engines the cycle 
is performed in two strokes of the piston, or 
one revolution of the crank shaft, and these 
are called 2-stroke cycle engines, or 2-cycle 
engines. When a 4-cycle engine makes one 
hundred revolutions it performs the cycle 
fifty times, but during one hundred revolu- 
tions a 2-cycle engine will perform the cycle 
one hundred times. 

In a 4-cycle engine the action takes place 
between the piston and the cylinder head, 
while in a 2-cycle engine the gas is acted on 
first by one end of the piston and then by 
the other. To make this possible the crank 
shaft of the 2-cycle engine is enclosed; the 
gas is sucked into the crank case, or base, and 
then passes to the combustion space. 

The principle of the 2-cycle engine is illus- 
trated in Figure 3. In Diagram 1 the piston 
is shown making an inward stroke, and, as 
the space below it is tightly enclosed, suction 
is created there. As a result a charge of gas 
is sucked into the crank case, a valve being 

8 



18 GAS-ENGINE PEINCIPLES 

arranged to permit it to enter. During the 
succeeding outward stroke of the piston the 
valve closes, and, as the gas in the crank 
case cannot escape, it is compressed (Diag. 2, 
Fig. 3). It will be seen from the diagrams 
that there is a passage from the crank case 
below the piston to the combustion space 
above it, but this passage is closed by the 
piston until the end of the stroke is reached. 
By the time that the piston reaches the outer 
end of its stroke the gas below it is com- 
pressed and struggling to escape. The open- 
ing of the passage gives the gas its oppor- 
tunity to escape from the crank case, and it 
flows to the combustion space (Diag. 3). 

When the piston starts an inward stroke 
it closes the passage, and compresses the 
charge of gas above it (Diag. 1). On the 
completion of the inward stroke the gas is 
set on fire, and the piston is driven outward 
on the power stroke (Diag. 2). When the 
piston reaches the end of its stroke it un- 
covers a passage on the opposite side of the 
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20 GAS-ENGINE PRINCIPLES 

cylinder from the inlet passage, and the 
burned gas begins to rush out. At the same 
time the fresh gas is entering the cylinder, 
but is deflected upward by a ledge on the 
piston. In this way the cylinder is filled from 
the top, and the fresh gas assists in getting 
rid of the burned gas (Diag. 3). 

Thus, while the piston is making an out- 
ward stroke it is developing power, and at 
the same time is compressing the gas in the 
crank case; while it makes an inward stroke 
it compresses the charge above it and at the 
same time sucks into the crank case another 
charge of fresh gas. A 4-cycle engine does 
only one thing at a time, but a 2-cycle engine 
does two things at a time, and is therefore 
able to deliver two power strokes to every 
one delivered by a 4-cycle engine. This does 
not mean that it will develop twice the power, 
however, for, while the 4-cycle engine allows 
full strokes for the inlet and for the exhaust, 
the 2-cycle engine allows only a small part 
of a stroke for the fresh gas to enter and for 
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the burned gas to escape. The charges can- 
not be so full, therefore, nor can the burned 
gases be so completely removed. The 2-cycle 
engine is, nevertheless, a success for certain 
kinds of work, and in its own field is very 
satisfactory. 
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ENGINE PARTS 

GAS engines are produced in a great 
variety of forms, but whatever their 
appearance may be, they must oper- 
ate in accordance with one or the other of 
the types explained in the preceding chapter. 
If 4-cycle and 2-cycle operation are under- 
stood, there will, therefore, be no diflSculty in 
understanding the action of any form of gas 
engine. 

The difference in the appearance of engines 
is due to some being built with the cylinder 
standing upright, while others are built with 
the cylinder lying down. The position of the 
cylinder makes no difference in the operation 
of the engine, nor in the action of the engine 
parts, so that if the action of the parts is 
understood, and also the relation of each part 
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to the others, it should be possible to start 
and operate an engine without previous 
knowledge of it. In the following descrip- 
tion of the parts of an engine continual refer- 
ence should be made to Figures 4, 5 and 6, in 
order that the position of each part may be 
thoroughly understood. 

Figure 4 represents a 4-cycle engine with 
the cylinder standing upright, and called a 
vertical engine. The engine is shown in sec- 
tion, or cut in half, with part of the cylinder 
and crank case removed so that the interior 
construction may be seen. The heavy black 
lines show where the metal has been cut. 

The engine shown in Figure 4 is of the kind 
frequently used in automobiles, while Figure 
5 shows a 4-cycle vertical stationary engine. 
The automobile engine usually has four 
cylinders, which are so placed that the power 
stroke of one is immediately followed by the 
power stroke of another. The crank shaft is 
thus moving under power at all times, and 
for this reason, as well as on account of the 
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high speed at which the engine runs, a small 
and light flywheel is suflScient. A stationary- 
engine, on the other hand, usually has but 
one cylinder and runs at low speed; two fly- 
wheels are required to carry the piston stead- 
ily through the idle strokes. 

Figure 6 shows a 4-cycle horizontal station- 
ary engine, in which the cylinder is lying 
down. 

Some of the parts of a gas engine are acted 
on by the pressure of the burning gas, while 
others control the preparation and flow of 
the fresh gas, the setting on fire, or ignition, 
of the gas, the oiling of the bearings, and the 
cooling of the parts that would suffer from 
overheating. If any of these parts fail to 
work properly, the engine will not deliver its 
full power, and gasoline will be wasted, be- 
cause it will not be doing all of the work 
of which it is capable. 

It is of great importance to prevent a leak- 
age of gas during the compression stroke, 
and of pressure during the power stroke ; the 
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piston must, therefore, make a snug fit in 
the cylinder. At the same time, however, the 
piston must be free to slide easily, for if it 
binds, much of the power will be spent in 
moving it instead of being devoted to turning 
the crank shaft. To secure this action the 
inside of the cylmder, or the cylinder walls, 
should be as smooth as possible, and the 
cylinder is therefore made of cast iron with 
a fine grain that takes a high polish. 

The cylinders of small stationary engines 
are frequently cast in one piece, as shown in 
Figures 4 and 6, but it is more usual for the 
head to be cast separately and bolted to the 
cylinder, as shown in Figures 5 and 7. 

The intense heat produced in the cylinder 
during the power stroke makes it necessary 
to cool the cylinder in order that the lubri- 
cating oil may not be burned. On some small 
engines the cylinders are cooled by blowing 
air against them, but it is more usual to cool 
the cylinder by circulating water around it. 
This requires the cylinder to be made with 
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passages through which water may flow, and 
the water jacket is usually cast in one piece 
with the cylinder. The cylinder head must 
also be cooled, and when it is made sepa- 
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rately from the cylinder it must have pas- 
sages and channels communicating with the 
cylinder jacket. 

The cylinder head most fit tightly to pre- 
vent leakage of pressure as well as of water, 
and it is secured to the cylinder by bolts, 
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with a packing or gasket at the joint (Fig. 
7). A gasket is made of a material that is 
soft enough to be pressed into the uneven 
spots in the metal, but that is sufficiently 
tough to resist being blown out by the pres- 
sure. A thin sheet of asbestos molded over 
fine wire gauze is frequently used, and is very 
satisfactory. 

The piston is made slightly smaller than 
the cylinder, in order that it may not bind 
when it is expanded by the heat. The piston 
is a cylinder that is closed at one end and 
open at the other, the closed end, or pistan 
head, being toward the cylinder head. It is 
long in proportion to its diameter in order 
that it may not twist and jam in the cylinder, 
and should be strong enough to resist the 
great pressure that acts against it, but at the 
same time should be as light in weight as pos- 
sible. When the piston reaches the end of a 
stroke it must come to a stop before it can 
begin to move in the opposite direction on 
the next stroke; the part that brings it to a 
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stop is the crank, to which it is attached by 
the connecting rod. The heavier the piston 
is, the greater will be the shock of stopping 
its movement, and this shock will cause the 
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Fig. 8. — ^Piston Sections. 



wearing of the crank shaft and connecting 
rod bearings. 

The sides of the piston serve only as a 
gnide, bnt the piston head and the part of 
the piston to which the connecting rod is at- 
tached mnst be heavy and strong in order to 
stand the strain. Figure 8, A, shows a piston 
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in section, and it will be seen that the upper 
part is heavier than the lower part. It also 
shows the heavy metal lugs that support the 
wrist pin (also called piston pin and jfudgeon 
pin) that forms a sort of hinge on which the 
connecting rod swings. The piston head is 
usually flat, as shown in A, but sometimes it 
is arched and sometimes hollowed, as shown 
at B and C. The lower part of the piston 
has grooves cut in it to catch the lubricating 
oil and to spread it over the cylinder wall. 

Deep grooves are cut in the upper part of 
the piston to contain the piston rings, or 
packing rings, which prevent the gas from 
leaking past the piston. The piston rings 
are made of cast iron, and fit the grooves just 
loosely enough to move freely. They are not 
endless rings, but are cut through so that 
they may act as springs. When they are off 
the piston they spring open to a larger diam- 
eter than the cylinder, and as they must be 
sprung in to get them into the cylinder, they 
maintain a constant pressure against its 
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walls. In some engines the rings are of equal 
thickness all around, while in others they are 
thinnest at the point where they are cut, to 
increase the elasticity. Figure 9 shows this, 
and also the two methods of making the cut, 
one being a straight cut at an angle, while 
in the other the ends overlap. 
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Fig. 9. — ^Piston Bings. 

Piston rings should be free to spring in 
and out, but should not be permitted to slide 
around; they are usually secured by pins. 
These pins should be so placed that the cut 
in one ring will not be in line with the cuts 
in the rings above and below, as this makes 
it more diflScult for the gas to escape by leak- 
ing through the cuts. 

The wrist pin is a steel rod of suflScient 
strength to withstand the shock of passing to 
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the connecting rod the pressure that acts 
against the piston. Its ends are supported 
in the lugs that are cast in the piston, while 
its center passes through one end of the con- 
necting rod. It is usually hollow, in order 
that oil may pass to the bearing. In a large 
number of engines it is firmly secured in the 
lugs, the connecting rod swinging on it, but 
in some cases it is attached to the connecting 
rod and turns in the lugs. Figure 10 shows 
various methods of securing it. In A, set- 
screws are screwed into the lugs, with their 
points catching in holes in the wrist pin; the 
setscrews are prevented from turning either 
by locknuts, as shown in A, or by cotter pins, 
or split pins, as shown in B, which is a view 
of a piston from the bottom. In D the end 
of the setscrew passes through the wall of 
the wrist pin, where it is secured by a cotter 
pin. In E the wrist pin is held in position by a 
piston ring passing across its ends. When 
the wrist pin is attached to the connecting 
rod it is frequently secured by a setscrew 
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and locknat, as shown at C. Whatever the 
method of securing the wrist pin may be, 
it must be prevented from moving endways, 
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for that would permit it to strike the cylin- 
der wall and to wear a groove in it 

When the piston is making a power stroke 
the connecting red receives the pressure 
lengthways, and must be strong enough to 
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resist bending. In some engines the connect- 
ing rod is a steel tube, while in others it is a 
flat steel bar that is thicker at the edges than 
at the center. This form is called the I-beam 
section, and is of great strength in proportion 
to its weight. The ends of the connecting 
rod form bearings for the wrist pin and for 
the cranky the small end being at the wrist 
pin and the big end at the crank. These bear- 
ings are subject to wear because of the great 
strains that they are under. The wear is 
greatest at the big end, however, for the 
crank pin revolves inside of this bearing, 
while the bearing at the small end only has 
a swinging motion on the wrist pin. 

Speaking broadly, there are two methods 
of making bearings, according to whether the 
bearing metal is soft, like Babbitt metal, or 
hard, like white or yellow bronze. When 
Babbitt is used the wrist pin or other part 
is set in position in the bearing support, and 
the melted metal is poured in to fill the space 
between. When bronze is used it is cast or 
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molded in the proper form, either in one 
piece or in halves, and set into the supports. 

The wrist pin bearing is frequently a tube 
that fits the wrist pin snugly, and that is set 
in the small end of the connecting rod. In 
this case it is not adjustable for wear, but it 
is more usual to make it adjustable. The big 
end bearing is invariably adjustable. 

Various methods for the adjustment of the 
connecting rod bearings are shown in Fig- 
ure 11. AF shows a complete connecting rod, 
the small end bearing. A, being non-adjust- 
able. The small end of B is cut across, the 
parts being suflSciently elastic to permit the 
bearing to be drawn to a proper fit around 
the wrist pin by the bolt. In C the bearing 
is in two parts, and these, together with the 
block that supports them, are secured to the 
connecting rod by a U-shaped bolt and two 
nuts. D is called the marine type, and it con- 
sists of two blocks of bronze secured to the 
connecting rod by bolts. In E the end of the 
connecting rod is formed into a loop, into 
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which are set two blocks of bearing metal. 
The bottom of the lower block is cut at an 
angle to fit a wedge that may be moyed by 
means of bolts. By moving the wedge to 
the left the lower block is forced against the 
upper to secure the proper adjustment. 

F is a very usual form for the big end of 
the connecting rod. The lower part, or bear- 
ing cap, is hinged to the main part of the 
connecting rod, and may be drawn into posi- 
tion by the bolt. In G the bearing cap is 
separate, and the halves of the bearing are 
held between the cap and the main part of 
the connecting rod. This form is very gen- 
eral for automobile engines. H is the marine 
type of big end, the bearing blocks being se- 
cured between the flat end of the connecting 
rod and a steel plate next to the bolt heads. 
K is the same, but without the steel plate. 

In order that bearings may be adjusted to 
take up wear, a metal plate, or a number of 
very thin sheets of metal, will be placed be- 
tween the edges of the halves of the bearing. 
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When the bearing wears and becomes loose 
the metal plate may be filed thinner, or one 
of the thin sheets may be removed, to permit 
the bearing to be drawn tightly aroimd the 
shaft. These metal plates or sheets are called 
shims. 
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When an engine is running the greatest 
strain is on the crank shaft, and this should 
be made of high grade steel. The shaft is 
supported in the main bearings, and the 
crank arms project from it with the crank pin 
between their ends (Fig. 12). When the en- 
gine makes a power stroke the pressure tends 
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to drive the piston outward at high speed; 
the pressure is transmitted to the connecting 
rod and crank pin, and they tend to move at 
high speed also. The heavy flywheels secured 
to the crank shaft cannot speed up suddenly, 
but tend to revolve at constant speed. One 
pai*t of the crank shaft is thus inclined to 
speed up, while other parts are not, and it 
will be seen that it must have great strength 
in order to resist this twisting strain. 

The engine base is made of cast iron, and 
its main work is to keep the cylinder and 
crank shaft in the proper relation to one an- 
other. When the power stroke occurs, the 
tendency is to drive the cylinder in one direc- 
tion and the piston and crank shaft in the 
other. The base must have suflBcient strength 
to hold the cylinder rigidly in position, and 
to prevent its changing its relation to the 
crank shaft. 



CHAPTER IV 

VALVES AND VALVE MECHANISMS 

THE gas enters and leaves the cylinder 
through the valve openings, which 
are round holes cut in the cylinder 
head, or in chambers, called valve pockets, * 
that communicate with the combustion space. 
A valve opening is usually funnel-shaped, 
and it may be closed by a, valve disk, which 
has a bevelled edge to fit. Figure 13 shows 
a section of a cylinder head and the two 
valves, one closed and one open. To open a 
valve it is only necessary to move the disk 
away from the opening, or from its seat, and 
this is done by means of the valve stem, 
which is a rod solidly attached to the valve 
disk. 
The valve seats are bevelled in such a way 

that the valve disks must move inward in 
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order to open, so that during the compres- 
sion and power strokes the pressure holds 
them to their seats. During the inlet and ex- 
haust strokes one or the other of the valves 
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is open, but when the time comes for them to 
close the disks are drawn to their seats by the 
springs that surround the valve stems. 
The exhaust valve is always opened by the 
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engine itself; a rod or lever is arranged to 
press on the end of the valve stem at the be- 
ginning of the exhaust stroke, the valve disk 
thus being moved from its seat. The rod or 
lever continues to hold the valve open for 
the entire exhaust stroke, and when the valve 
stem is released at the end of the stroke the 
spring draws the valve disk back to its seat. 
In Figure 13 the exhaust valve is opened by 
the push rod, which moves in the direction 
of the arrow, and presses against one end of 
the rocker arm. This causes the rocker arm 
to move on its pivot, and its other end presses 
downward on the valve stem. 

When a valve is opened by the engine it 
is called a mechanically operated valve; the 
exhaust valve is always mechanically oper- 
ated, and on some engines the inlet valve is 
mechanically operated also. On small sta- 
tionary engines, however, it is usual for the 
inlet valve to be an automatic valve. When 
the piston makes an inlet stroke, violent suc- 
tion is created^ for the outside air struggles 
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to enter the cylinder in order to fill the space 
left vacant by the outward movement of the 
piston. It is necessary for the air and gas 
to enter the cylinder, but the only openings 
by which it can get in are the valves. The 
exhaust valve, however, is held to its seat by 
a spring that is too powerful for the suction 





Fig. 14. — Cam in Three Positions. 

to overcome, and the air and gas, therefore, 
enter through the inlet valve. The spring of 
the automatic inlet valve is weak enough to 
permit the suction to draw the valve disk 
from its seat, and, as the suction continues 
as long as the piston is making an inlet 
stroke, the valve is held open. When the 
piston finishes the inlet stroke the suction 
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ceases, and the valve is then closed by the 
spring. The inlet valve shown in Figures 5 
and 13 are automatic valves. 
On vertical engines the valves are usually 




Fig. 15. — Inlei Valve Locked Wben Exhadst Valvx Is 



placed in the cylinder head, and the exhaust 
valve is operated by a rocker arm, as shown 
in Figures 5 and 13. The rocker arm is 
pivoted on a support, which sometimes en- 
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closes the inlet valve spring {Fig. 13) and 
Bometimes is separate (Fig. 5.) The rocker 
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arm may be operated by a push rod, or by 
a cam. 

A cam may be described as a wheel with 
one part bulged out, as shown in Figure 14. 
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In this illustration the cam is seen acting 
directly against the end of the valve stem, 
which is provided with a roller to reduce the 
friction. The cam is set solidly on a shaft, 
and revolves witl* it. The valve is closed 
when the roller rests on the round part of 
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Fio. 17. — ^Valve Mechanism. 

the cam. As the cam revolves the bulged 
part raises the valve stem, and opens the 
valve; when the bulged part passes from 
under, the spring brings the valve stem down 
and closes the valve. The cam may act di- 
rectly against the valve stem (Fig. 15) or 
against the rocker arm (Figs. 16, 17, 18), or 
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against a push rod that in turn operates the 
rocker arm (Fig. 5), or against a push rod 
that operates the valve stem (Figs, 4 and 19). 
The crank shaft makes one revolution to 
every two strokes of the piston, and there- 
fore the cam cannot be placed on the crank 




Pig. 18. — ^Valve Mechanism. 



shaft, because it would then open the valve 
too often. The valve must open once during 
every four strokes of the piston, or once dur- 
ing every two revolutions of the crank shaft, 
so that the cam must make only one revolu- 
tion while the crank shaft makes two. This 

5 
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is done by means of cogs^ or gears, which are 
toothed wheels. The gears are so placed that 
the teeth of one catch in the teeth of the 
other, or are in mesh, to permit one to drive 
the other without slipping. If the gears have 
the same number of teeth, 10, for instance, 
they will run at the same speed, for when 
one makes a revolution its 10 teeth will have 
engaged the 10 teeth of the other, and will 
have forced it to make one revolution also. 
If one has 10 teeth and the other 20, the 10- 
tooth gear must revolve twice in order that 
its 10 teeth may engage the 20 teeth of the 
other; the 10- tooth gear will, therefore, re- 
volve twice while the 20-tooth gear revolves 
once. 

On a 4-cycle gas engine the crank shaft car- 
ries a gear that meshes with a gear twice its 
size, and the cam is attached to the larger 
gear, or to the shaft that the larger gear 
drives. (Figs, 4, 5, 6, and 14 to 19). The 
cam is thus driven at half of the speed of the 
crank shaft. The shaft to which the cam is 
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attached is called the cam shaft, or half-time 
shaft, or ride shaft, or lay shaft. 
When an engine has been in service the 
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valves will have become roughened, and will 
no longer make a tight fit. This is particu- 
larly true of the exhaust valve, because it is 
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exposed to the intense heat of the gases as 
they pass out of the cylinder on the exhaust 
stroke. It should, therefore, be possible to 
get at the valves in order that they may be 
refitted. When the valves are in the cylinder 
head, as shown in Figure 5, it is usually nec- 
essary to take off the head in order to get at 
them. When the valves are as shown in Fig- 
ure 4, the valve cap may be unscrewed, or, as 
shown in Figure 16, the valves may be in 
cages, which may be unbolted, permitting the 
valve to be removed complete with its seat 
and spring. 

The fresh gas is led to the inlet valve by 
the inlet pipe, or inlet manifold, which is 
usually short and as straight as possible, for 
a long or a bent pipe would not permit the 
gas to flow freely, and would, therefore, re- 
duce the size of the charges drawn into the 
cylinder. 

The exhaust valve connects with the ex- 
haust pipe, or exhaust manifold, which leads 
the burned gases away. When the exhaust 
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valve opens the expanding gases rush out, 
and if nothing is done to prevent they will 
make a noise like a gnn. The noise is caused 
by the very sudden expansion that occurs 
when the gas leaves the exhaust pipe, and if 
this sudden expansion is prevented the noise 
will be reduced. Engines are usually pro- 
vided with mufflers that require the gas to 
expand gradually, and these consist of sev- 
eral chambers through which the gas must 
pass in order to escape to the air. As each 
chamber is larger than the one preceding it, 
the gas is permitted to expand only a little 
at a time, so that it finally passes out in a 
nearly steady and quiet stream instead of 
in a sudden and noisy puff. 



CHAPTEE V 

CAEBUEETION 

THE first step in mnning a gas engine 
is, of course, to supply it with a gas 
that will bum; the more rapidly 
and freely the gas bums, the better the 
engine will run. Small stationary and ma- 
rine engines run on gasoline or kerosene, 
which must be turned into gas before they 
can be used. Furthermore, the gas must be 
mixed with air before it will bum, for with- 
out the oxygen that is in air there can be no 
fire. 

As an experiment to prove that air is neces- 
sary in order that there may be fire, pour two 
spoonfuls of gasoline into a drinking glass, 
let it stand for a minute or two, and then 
hold a lighted match to the top of the glass. 

A flame will at once appear, but it will not 
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go below the edge of the glass, and there will 
be a clear and apparently empty space be- 
tween it and the gasoline. This space is filled 
with gasoline vapor. The upper surface of 
this body of gas is in contact with the sur- 
rounding air, and combustion will take place 
only where the two become mixed. As a fur- 
ther test, attach a lighted match to a wire, 
and dip it into the glass; it will go out as 

soon as it has passed through the flame and 

« 

into the gasoline vapor. It is obvious that due 
precautions should be taken in trying these 
experiments, and that it is better to try them 
out-of-doors than in the house. 

It is quite as important to supply an engine 
with air as with gasoline; as a matter of fact, 
the quantity of gas necessary is very small 
in comparison with the quantity of air that 
the engine requires. For example, an engine 
delivering one horse-power will consume less 
than one pint in an hour. Running at 500 
revolutions per minute, it will make 15,000 
inlet strokes in an hour, during each of which 
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it will take in a charge of gas and air. As 
the pint is therefore divided into 15,000 
parts, it can be seen that the single part 
required for each inlet stroke is not more 
than a drop or two. 

A gas and a liquid will not mix; in order 
to mix gasoline with air it must be vapor- 
izedi or turned into gas. The chief reason 
for the general use of gasoline in engines is 
the ease with which it vaporizes at ordinary 
temperatures. Kerosene, alcohol, distillate, 
and the heavier oils must be heated in order 
to vaporize, and engines using them are so 
designed that they are heated to the proper 
point. 

Gasoline will vaporize if it is poured into 
a saucer, and in the course of time it will 
disappear. If the same quantity is splashed 
out of the saucer, and caught by the wind, it 
will disappear very rapidly. In the first case 
only the upper surface is exposed to the air, 
but in the second case it is broken up into 
drops, and as each of the drops is exposed to 
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the air, it vapomes all over. A gas engine 
runs so rapidly that very little time is al- 
lowed for the formation of the mixture; the 
gasoline is therefore formed into spray in 
order that it may vaporize as quickly as pos- 
sible. 

Attached to the inlet pipe of the engine 
is a device that proportions the gasoline and 
air, and supplies the mixture on which the 
engine runs. This is so arranged that the 
air drawn into the cylinder during the inlet 
stroke must pass through it, and it sprays 
into this current of air the necessary quan- 
tity of gasoline. The gasoline is carried 
along by the air, being vaporized and mixed 
with it by the time that the compression 
stroke is ended. 

Air that is mixed with a combustible gas 
is said to be carbureted; the apparatus by 
which the air is carbureted is called a car- 
bureter, some forms of carbureters also being 
known as vaporizers and mixing valves, or 
mixers. 
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The principle of the mixing valve is shown 
in Figure 20, which illustrates part of a 
cylinder, with the mixing valve attached to 
the inlet pipe. The part called the air valve 
is of the same form as an exhaust valve or 
an inlet valve, and is made of brass; in the 
sketch it is shown as being held on its seat 
by its own weight. A fine hole is drilled in 
the seat in such a position that when the air 
valve is on its seat it closes the hole. This 
hole, which is called the jet, is connected to 
the gasoline supply. When the air valve is 
on its seat, as shown in the first sketch, it 
prevents the gasoline from flowing, and this 
will be the situation during the compression, 
power and exhaust strokes. The air that is 
drawn into the cylinder during the inlet 
stroke must lift the air valve from its seat in 
order to pass, however; the gasoline that 
flows out of the jet when the vaJve moves is 
picked up by the air and carried to the 
cylinder. 

The quantity of gasoline flowing out of the 
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jet is adjusted by a needle valve, which is a 
pointed screw fitting into the jet opening. 
By screwing the needle valve in or out the 
, passage to the jet may be made smaller or 
larger, which permits the flow of gasoline to 

GASOUNt 
STOP- 
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PlO. 21. — MlSIKfl Valvb. 



be adjusted to the air flowing through the in- 
let pipe. 

In the mixing valve shown in Figure 21 
the air valve is held to its seat by a spring, 
the strength of which may be regulated by 
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screwing the lower portion of the case. The 
needle valve is provided with a stop spring; 
that catches in grooves cut in the head, and 
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prevents it from moving when once it has 
been adjusted. 
Figure 22 illustrates a vaporizer in which 
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the gasoline is sucked out of the jet instead 
of flowing out by gravity. It has a small 
chamber, in which the gasoline is prevented 
from rising above a certain level by an over- 
flow that drains oflf the surplus and conducts 
it back to the supply tank. The chamber is 
kept filled by a pump driven by the engine; 
the ball check valve lifts from its seat to per- 
mit gasoline to enter, but when the pump 
completes a forcing stroke the ball returns 
to its seat and prevents the gasoline from 
flowing back. The jet is somewhat higher 
than the level of the gasoline, but the suc- 
tion in the air passage during an inlet stroke 
is suflficient to suck out the gasoline. 

The vaporiser shown in Figure 23 is simi- 
lar in principle, but in place of the jet it has 
what is called a spray nozzle. The spray 
nozzle is a small pipe that projects into the 
air passage, and with its end bent up so that 
the tip is slightly higher than the level of the 
gasoline in the chamber with which it is con- 
nected. The flow of air through the air pas- 
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sage sucks the gasoline out of the spray 
iKKzIe. 
P'igure 24 shows a spray nozzle vaporizer 




fROHPUMP-^ AIRlNlXr- 
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in which the gasoline level is maintained, not 
by an overflow, but by a float. The gasoline 
chamber, or float chamber, contains a block 
of cork or a tight metal box, to which is at- 
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tached a pointed rod shaped to fit the gaso- 
line inlet. When gasoline flows into the float 
chamber the float will rise on it until the 
pointed rod, or float valve, is high enough to 
close the opening and shut oflf the flow. This 
is shown in the first sketch, in which the inlet 
valve is closed and no suction exists in the in- 
let pipe. During an inlet stroke gasoline will 
be sucked out of the float chamber by way of 
the spray nozzle; the float drops in conse- 
quence, and the opening of the float valve per- 
mits more gasoline to enter the float chamber. 
This is shown in the second sketch. 

While no adjustments are shown in Fig- 
ures 23 and 24, a needle valve is always pro- 
vided, for it is essential to keep the flow of 
gasoline in proper proportion to the flow of 
air. 

These carbureting devices are simple, for 
the engines on which they are used run at 
fixed speeds, and with uniform suction. Mix- 
ing valves and vaporisers are useless on en- 
gines that run at changing speeds, as is the 
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case with automobile engines and also with 
some stationary engines, for they do not al- 
low for the change in suction that occurs with 
every change in speed. When an engine 
speeds up the suction increases, and more air 
is drawn through the inlet pipe, and more 
gasoline is sucked out of the jet or the spray 
nozzle, than is the case at low speed. If the 
air and the gasoline remained in proportion 
no harm would be done, but this is not the 
case, because the flow of gasoline increases 
faster than the flow of air. If this condition 
is not corrected the mixture becomes too 
rich. 

If the gasoline adjustment is changed to 
give a correct mixture at high speed, the de- 
crease in suction when the engine is slowed 
down will reduce the flow. Too little gaso- 
line will be drawn out of the jet at low speed, 
making the mixture poor or lean, and another 
adjustment will be necessary. An engine run- 
ning at varying speeds is therefore fitted with 
a compensating carbureter that provides a 



CABBUEETION 



67 



uniform mixture, and overcomes the difficulty 
by changing the adjustments automatically. 

The principle of a compensating carbureter 
is illustrated in Figure 25, which also shows 
a throttle for the control of the engine speed. 




Fig. 25. — Pbingifue or Coufensatimo CARBUBErm. 



This throttle is similar in every way to a 
damper in a stove-pipe; it is a disk that may 
be turned to close the inlet pipe and reduce 
the quantity of mixture flowing to the cylin- 
der, as shown in the first sketch, or that may 
be turned edgeways to open the pipe, as 
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shown in the second. On the side of the car- 
bureter will be seen an opening, against 

m 

which a leather or metal disk is pressed by a 
spring. This is the extra air valve that com- 
pensates for the increased flow of gasoline at 
high speed. 

When the throttle is closed, or nearly so, 
the suction is weak and the flow of gasoline 
is adjusted to the small quantity of air then 
passing. When the throttle is opened a 
greater quantity of mixture passes to the en- 
gine, which speeds up and greatly increases 
the suction in the air passage. The suction 
becomes great enough to draw the disk back 
from the opening, and a sufficient quantity of 
air enters to compensate for the extra quan- 
tity of gasoline flowing out of the spray noz- 
zle. This is indicated in the second sketch. 
When the engine slows down and the suction 
is reduced, the spring forces the disk against 
the opening. Every change in engine speed 
is accompanied by the opening or closing of 
the air valve, and by changes in the quantity 
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of air to compensate for changes in the flow 
of gasoline. 

Figure 26 shows a float feed compensating 
carbureter, in which the air passage passes 
through the float chamber instead of being 
on one side of it. This requires the float to 
be in the shape of a horseshoe instead of be- 
ing a block. As the gasoline enters the float 
chamber at the bottom instead of at the top, 
the float is pivoted so that when it drops the 
float valve is lifted from its seat. There is 
only one opening for the air, the size of which 
may be changed to admit a greater or less 
quantity. The extra air valve is a leather 
disk that may slide on its stem, with a spring 
pressing it against its seat. The seat is so 
made that an opening is left even when the 
valve is closed, and enough air may pass 
through this opening to permit the engine 
to run slowly. When the engine speeds up 
the suction slides the air valve back from its 
seat, permitting the required extra air to 
enter. The illustration shows the valve in 
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this position; it also shows the throttle that 
may slide across the air passage to reduce the 
flow of mixture. Gasoline flows from the float 
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chamber to the spray nozzle by the passage 
around the needle valve. 

In these types of carbureter the gasoline 
is drawn out of the jet or the spray nozzle by 
suction, but Figure 27 shows one in which the 
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gasoline is forced out by pressure. The gaso- 
line level is maintained by a float, and the 
jet is adjusted by a needle valve, these being 
similar to the ones already described. The 
difference is in the float chamber, which is 
air-tight in order to prevent the leakage of 
the pressure. 

This pressure vaporizer, or injector, is used 
on 2-cycle engines, the pressure being ob- 
tained from the crank case. During the out- 
ward stroke of the piston compression is pro- 
duced in the crank case, and is communicated 
to the float chamber by the pressure pipe. 
At the end of the stroke, when the piston has 
uncovered the inlet port, the pressure is suffi- 
cient to force the liquid out of the jet, and it 
passes into the cylinder. An injector of this 
kind permits the use of kerosene. In order 
to vaporize kerosene it must be heated; this 
is done by spraying it against the baffle or 
deflector on the piston, which is kept hot by 
the burning mixture. Figure 28 shows a 2- 
cycle engine with the injector attached. 
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Still another method of forming the mix- 
ture is by means of a fuel valve, which is op- 
erated by a cam exactly as the exhaust valve 
is operated. The fuel valve is located in the 
inlet pipe close to the inlet valve, the arrange- 
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ment being shown in Figure 29. It is held 
open by the cam during the inlet stroke, to 
permit the gasoline to be drawn up by the 
suction. 

The carbureter must be constantly supplied 
with gasoline, and the simplest way to do this 



CAEBURETION 75 

is to elevate the supply tank so that the gaso- 
line will flow by gravity. With such an ar- 
rangement, however, there will be the con- 
stant danger of fire or explosion from a leak- 
ing joint ; the fire underwriters therefore pro- 
hibit this method of feeding, and require the 
supply tank to be below the carbureter. This 
makes it necessary to raise the gasoline. If 
the tank is close to the carbureter the suction 
during the inlet stroke will be suflScient, and- 
this method is used on many small engines. 
It is more usual, however, to fit the engine 
with a pump. 

The principle of a gasoline pump is shown 
in Figure 30. A pump consists of a cylinder 
that is bolted to the engine, and a plunger 
that is driven by a cam, a crank, or an eccen- 
tric. Two check valves are provided, one to 
prevent the gasoline from flowing back to the 
supply tank from the pump cylinder, and the 
other to prevent it from flowing back to the 
pump cylinder from the carbureter. The first 
sketch shows the plunger moving upward, on 
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a suction stroke, and drawing gasoline into 
the pump cylinder from the supply tank ; this 
movement holds one check valve on its seat, 
but lifts the other. The second sketch shows 
the plunger moving downward on a forcing 
stroke, and driving the gasoline from the 
pump cylinder to the carbureter. 

Figure 30 shows a very usual method of 
driving the gasoline pump, consisting of a 
cam to force the plunger downward and a 
spring to raise it when the cam ceases to act. 
When the cam projection is up, as shown in 
the second sketch, the plunger may be worked 
by hand to fill the carbureter; this will be 
necessary if the engine has been idle for some 
time. In other cases the plunger is driven by 
a link or a connecting bar, so that it is pulled 
upward instead of being lifted by a spring. 

Gasoline is so dangerous that it is neces- 
sary to prevent leakage, and gasoline pumps 
should always be so made that there can be 
no leakage between the plunger and cylinder 
walls. Figure 31 shows two ways in which 
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this can be done. As shown in the first 
sketch, the npper part of the pump cylinder is 
sometimes made with a channel surrounding 
the plunger; any gasoline finding its way be- 
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tween the plunger and cylinder walls will be 
caught by this channel, and will fiow back to 
the supply tank by the drain pipe. 

The second sketch shows a stuffing box. 
The upper part of the pomp cylinder is 
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threaded for a packing nut, which, when it is 
screwed down, presses against a metal gland 
that surrounds the plunger. Between the bot- 
tom of the gland and the cylinder is a pack- 
ing of lamp wicking, leather, or other soft 
material, which is pressed against the 
plunger by the shape of the parts that sup- 
port it. When the packing nut is screwed 
down the packing is forced against the 
plunger, and makes a joint that prevents 
leakage, but that does not oflfer enough fric- 
tion to cause the plunger to bind. 



CHAPTER VI 

IGNITION AND ELECTMCAL PBINCIPLES 

THE charge of mixture having been 
taken into the cylinder, the next 
step in the cycle is to set it on fire, 
or, in other words, to ignite it. The setting 
on fire, or ignition, of the mixture is of great 
importance, for if it is not done correctly the 
engine will lose power. 

Each charge of mixture will produce a def- 
inite quantity of heat when it is burned, the 
heat in turn being capable of producing a 
definite pressure. H the engine is to run 
eflS.ciently, and is to develop its full power, 
the greatest possible proportion of this pres- 
sure should be utilized in driving the piston 
outward on the power stroke. If the ignition 
of the mixture is not correct much of the heat 
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will be wasted, and only a small part will be 
left for producing pressure and power. 

The defective action of any of the engine 
parts will result in a waste of power, but a 
greater waste of power will be due to defec- 
tive ignition than will be caused by anything 
else. 

If the heat from the entire charge of mix- 
ture could be produced at the instant when 
the piston is at the end of the compression 
stroke and beginning to move outward on the 
power stroke, the engine would deliver the 
greatest possible power. This would make it 
necessary to set fire to all of the particles of 
mixture at the same time, so that the entire 
charge would burst into flame. There is no 
way to do this, however; the ignition systems 
in use set fire to a few of the particles of mix- 
ture and require the flame to spread from 
these throughout the rest of the charge. 

The mixture bums very rapidly, and at 
first it would seem as if the time required for 
the spreading of the flame was so small that 
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no attention need be paid to it. It mnst be re- 
memberedy however, that the piston moves 
at very high speed ; if the engine is ronning at 
450 revolutions per minute, for instance, the 
piston will make 15 strokes per second. If 
the mixture is set on fire when the piston is 
at the end of the compression stroke the pis- 
ton will be moving outward on the power 
stroke while the flame is spreading, and will 
be quarter or half way through the stroke by 
the time that all of the charge is on fire. The 
pressure produced against the piston wiU 
then be quite small, because the space in 
which it is produced is large. 

If, on the other hand, the mixture is set on 
fire while the piston is making the compres- 
sion stroke, and before it reaches the top, the 
piston will be moving inward while the flame 
is spreading, and will be at the beginning of 
the power stroke at the instant when all of 
the mixture is burning. The pressure against 
the piston will then be great because the 
space in which it is produced is smalL 
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No matter whether the engine is running 
fast or slow the time required for the spread 
of the flame does not change, and it must be 
allowed for. When an engine speeds up the 
piston moves faster, and the mixture must be 
set on fire correspondingly earlier in the 
stroke in order that all of it may be burning 
when the piston begins the power stroke. 
This is called advancing the ignition. If the 
engine is slowed down without changing the 
time of ignition the mixture will all be on fire 
before the piston has had time to get to the 
end of the stroke ; the piston must then move 
against the great pressure, and will be slowed 
down or even stopped. 

When the engine speed changes the igni- 
tion point should be changed to correspond. 
It should thus be early in the compression 
stroke, or advanced, for high speed, and late 
in the compression stroke, or retarded, for 
slow speed. 

The apparatus that ignites the mixture 
should work with the greatest possible reli- 
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ability, and shonld be under absolute control. 
Long experience has shown electric ignition 
to have the greatest reliability, and this is 
universally used on small stationary engines. 
At the instant when an ignition spark is re- 
quired the electric ignition system produces 
an electric spark in the cylinder, which sets 
fire to the particles of mixture that it touches, 
and starts a flame that spreads through the 
entire charge. 

An electric ignition syst^n consists of a 
generator for producing an electric current, 
a device for controlling the instant at which 
the spark occurs, and a device inside of the 
cylinder at which the spark is formed. If 
the ignition is wrong everything is wrong, 
and in order to keep it in good working order 
the engine user must know the operation of 
the spark-producing apparatus. This re- 
quires a slight knowledge of electricity, and 
it may be said at once that while electricity is 
a most mysterious force there is no diflS.culty 
in understanding how it may be produced 
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and controlled, and how it may be made to do 
work. 

Electricity is considered to exist in every- 
thing, but it is not noticed as long as it is at 
rest. In order to make electricity useful it 
must be started in motion, or converted into 
an electric current; an electric current is mov- 
ing electricity, just as a river is moving wa- 
ter, or as wind is moving air. A generator 
is a device that starts electricity in motion 
and produces an electric current ; the battery 
that rings the front door bell is a generator, 
and so is the dynamo that lights the electric 
lamps. 

In order to move anything, whether it is a 
wheelbarrow, a house, or electricity, it is 
necessary to exert pressure; thus a pump 
makes water move by exerting pressure 
against it. Steam flows out of a boiler be- 
cause there is greater pressure inside of the 
boiler than there is outside, and the steam 
flows from where the pressure is high to 
where the pressure is low. 
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Figure 32 shows a pump drawing water 
out of a tank and forcing it through a pipe; 
the water flowing out of the end of the pipe 
strikes a water wheel and makes it turn. The 
pump starts the water in motion, and as long 
as the pump runs the water is made to flow 
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to it from the tank, and through the pipe, 
making the water wheel run in returning to 
the tank. The pressure produced by the 
pump makes the water flow, and the moving 
water does work in driving the water wheel. 
In a similar manner a steam engine is made 
to run by being put in the path of steam that 
is flowing oat of a boiler. 
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This also represents the action of an elec- 
tric current. Instead of the pump or the 
boiler there is an electric generator to start 
the electricity in motion by producing pres- 
sure. The flow of water is guided by a pipe, 
whereas the flow of electricity is usually 
guided by a copper wire. The current of 
electricity is expected to do work in ring- 
ing a bell, or in lighting a lamp, or in pro- 
ducing an ignition spark, and the wire, 
therefore, leads the current to the bell, 
or to the lamp, or to the sparking ap- 
paratus. 

If the water did not flow back to the tank 
after making the water wheel turn the tank 
would go dry and the flow would stop. Simi- 
larly, the electric current must return to the 
generator after doing its work. To make use 
of an electric current it must be given a com- 
plete path, or circuity as it is called; if the 
current is to operate some kind of apparatus 
it is only necessary to put the apparatus in 
the circuit so that the current must flow 
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through it in order to return to the gener- 
ator. (Fig. 33.) 

Every pump has an intake and an outlet, 
the pressure being higher at the outlet than 
at the intake. If one of these openings is 
stopped up the flow will cease. An electric 
generator also has au intake and an outlet 
called terminals. The pressure is high at the 
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outlet, aud the current flows from there 
through the circuit to the intake, where the 
pressure is low. The electrical man speaks 
of the outlet as the positive, or plus ( + ), ter- 
minal, and of the intake as the negative, or 
minus (— -), terminal. These terms and signs 



IGNITION 89 

indicate the direction in which the current 
flows. 

As it always costs something to produce an 
electric current, the circuit should be so made 
that the current cannot leak back to the gen- 
erator without doing the work expected of it. 
Suppose that the pipe in Figure 32 is leaky, 
and that half of the water leaks back to the 
tank without going to the water wheel; then, 
if it costs 10 cents an hour to drive the pump, 
5 cents an hour will be wasted because only 
half of the water is doing the work of drivmg 
the water wheel. 

An electric current will flow over all kinds 
of metal, but will not flow over rubber, or 
cotton, or china, or mica, or wood; metals 
are conductors of an electric current, while 
the other substances are non-conductors, or 
insulators. The current can be prevented 
from leaking by covering the wire with rub- 
ber or cotton, and insulated wire is always 
used. 

The path or circuit provided for the cur- 
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rent may be of wire, or it may be made up of 
different pieces of metal. The pieces of metal 
must touch, however, or be in contact; if they 
do not touch, so that there is an air space be- 
tween them, the current cannot flow, for air 
is one of the best insulators. When the cir- 
cuit is interrupted by an air space it is said 
to be an open circuit; when the metal path is 
complete, and the current can flow, the cir- 
cuit is said to be closed. 

In an ignition system the current flows part 
of the way by wire, and part of the way by 
the metal of the engine. This is called a 
grounded circuit, to distinguish it from a 
metallic circuit, which is composed entirely of 
wire. 

When a man buys a pump he tells the 
dealer that he wants it to lift water to a tank 
so many feet higher than the well, which 
means that he expects the pump to produce 
enough pressure to lift the water the required 
distance. An electric generator is bought in 
the same way, for it must produce enough 
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pressure to force the current through the cir- 
cuit. 

The pressure of a stream of water is meas- 
ured in pounds per square foot, while the 
measure of electric pressure is the volt. The 
electric pressure required by the usual igni- 
tion system is 6 volts; in other words, the ap- 
paratus is so made that a pressure of 6 volts 
is required in order to force through it a suffi- 
cient quantity of electricity to make it work. 
If the pressure is too low, the apparatus will 
not work ; if the pressure is too great, the ap- 
paratus may be injured by the excessive 
quantity of electricity that will be forced 
through it. 

If a pump is pumping hot water the pipe 
will become heated, and so will the air sur- 
rounding the pipe. The flow of water thus 
has a direct effect on the air around the pipe. 
Similarly, the flow of an electric current over 
a wire has a direct effect on the air surround- 
ing the wire; the space around the wire be- 
comes charged with that mysterious force 



92 GAS-ENGINE PEINC?IPLES 

known as magnetisoL This force appears on 
the instant tliat the current begins to flow, 
and dies away when the current stops flow- 
ing. 

At first thought magnetism would not seem 
to have anything to do with an ignition spark, 
but as a matter of fact it has everything to 
do with it, for the ignition spark is always 
produced by magnetism. A battery, for in- 
stance, will not give a proper spark ; the bat- 
tery current is therefore used to produce 
magnetism, and the magnetism is used to 
produce another current, from which a proper 
spark may be obtained. In order to under- 
stand an ignition system there must there- 
fore be some understanding of magnetism and 
of how it may be produced and used. 

Everyone has played with a magnet, and 
knows that it will pick up pieces of iron and 
steel, but that it has no effect on wood, cop- 
per, rubber, or any other substances. When 
iron filings are stirred with a copper wire 
they will not be attracted to it, unless an elec- 
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trie current is flowing through the wire, when 
the filings will cling to it as if it were a true 
steel magnet. (Fig. 34.) The filings will 
jump to the wire and cling to it the instant 
that the current begins to flow, but will fall 
away when the flow of current stops. 
Iron filings will not be attracted to a piece 
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of iron, but if a magnet is brought near the 
piece of iron the filings will be attracted, and 
will thus show that the iron is then a magnet. 
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(Pig. 35.) When a piece of iron is bronght 
near magnetism it becomes a magnet, and re- 
mains a magnet until the magnetism is re- 
moved. 

Two facts are thus 
established, one being 
that the flow of cur- 
rent over a wire pro- 
duces magnetism, and 
the other that iron will 
be a magnet as long as 
it is near magnetism. 
Bearing these In mind, 
wind a piece of wire 
around a bar of iron 
and pass a cnrrent 
through it; the bar 
will become a magnet' 
and will remain so 
while the flow of current continues. {Fig. 
36.) The wire used for this experiment 
shoold be insulated to prevent the current 
from leaking to the iron, as otherwise it will 
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not do the work of magnetizing the bar that 
it is expected to do. 

Now let us take a 20-foot piece of wire, and 
attach one end to a terminal of a generator; 
a battery, for instance. The current will flow 
through the wire when the other end is 
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touched to the remaining terminal of the gen- 
erator, and when the circuit is broken by sep- 
arating the wire from the terminal a small 
spark will be seen. This is produced by the 
current in trying to continue to flow. If the 
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wire is wound around a bar of iron and the 
same experiment is tried the spark that will 
appear when the circuit is broken will be seen 
to be much larger. As the battery and the 
wire are the same, the larger spark that is 
produced when the wire is wound around the 
bar can only be due to the magnetizing of the 
bar by the flow of current in the wire. 

It can thus be seen that an electric current 
may be obtained from magnetism, just as 
magnetism may be obtained from an electric 
curr^it. TJiere is one difference, however, 
and it is an important one. An electric cur- 
rent produces magnetism for as long as it 
flows, but magnetism produces an electric 
current only when the magnetism is changing 
strength, or, in other words, when it becomes 
stronger or weaker. 

A bar of iron has no magnetism, but be- 
comes magnetized when a magnet is brought 
near it. If a wire is wound around the bar a 
current will flow in it while the bar is be- 
coming magnetized. When the bar becomes 
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fuUy magnetized the current will stop flow- 
ing. Then when the magnet is removed the 
magnetism of the bar will die away, and 
while it is dying away another current will 
flow in the wire. 

If the magnetism gains strength or dies 
away slowly the current will be weak; to pro- 
duce an intense current, therefore, the mag- 
netism should be made to change its strength 
as suddenly as possible. 
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CHAPTER Vn 

ELECTBIC OENEBATOBS 

AN engine can be made to rrm on a poor 
mixture, or with loose bearings or 
weak compression, but it will refuse 
to run if the ignition is defective. Of the 
various parts of the engine the ignition is the 
most important, for any defect in it will im- 
mediately cause the engine to lose power or 
to stop. It is of the utmost importance to 
supply the engine with an unfailing electric 
current, and the most reliable electric gener- 
ator is a magneto. 

A magneto produces current by the revolv- 
ing of a coil of wire in the magnetism of 
permanent steel magnets. The wire is wound 
on an iron core, which is shaped as shown in 
Figure 37, with an enlarged part or head on 

each end. In the sketch the wire is indicated 
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by the heavy black line; on a complete uma- 
ttan^ which is the name ^ven to the revolving 
part of the magneto, the wire fills the space 
between the heads. The magnets are bent in 
the fonn of the letter U and, as is the case 
with all magnets^ the magnetism flows 
through than in a continuoas circnit from 
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one end to the other, and across the space be- 
twe^i their ends. The armature is placed be- 
tween the ends, where the magnetism is 
strongest, and as magnetism flows through 
iron far more easily than through air, the 
iron core and heads form a bridge by which 
it may pass from one end of the magnet to 
the other. 
In some positions of the armature the easi- 
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est path for the magnetism will be through 
the core, while in others the flow will be 
through the heads. In A, Figure 38, the flow 
of magnetism is through the core, because 
that is the easiest path for it to take. When 
the armature moves to position B most of the 
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magnetism still flows through the core, the 
rest finding it easier to jump across the air 
space between the edges of the heads and the 
pieces of iron called pole shoes attached to 
the magnets. When the armature moves to 
position C all of the magnetism flows across 
by the heads, for that is now the easiest path. 
In positions A and B the core is mag- 
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netized by the flow of magnetism through it. 
In position C the core loses its magnetism, 
and it is the dying away of the magnetism of 
the core that produces an electric current in 
the winding. 

As the armature passes from A to B, and 
from there toward C, less and less of the 
magnetism will flow through the core, and 
this change in the magnetizing of the core 
will produce current in the winding. This 
current will be small, because the magnetism 
of the core will be changing strength slowly. 
The current will not be intense enough to use 
for ignition until the great change in the 
strength of the magnetism occurs, which will 
be as the armature passes over position C. 

This complete dying away of the mag- 
netism of the core will occur twice during 
each revolution, and each time that it occurs 
a current sufficient for an ignition spark will 
be produced in the winding. (Fig. 39.) 

A magneto thus gives a current only at 
certain points in the revolution of the anna- 
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ture, and it is clear that it should be so driven 
that it is giving its current at those times 
when the engine requires a spark. A mag- 
neto of this kind must have a positive 
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A. No Current. B. Weak Current. C. Intense Current. D. Weak Curraot. 
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B. No Current. F. Weak Current. O. Intense Current. H. Weak Current* 

Fig. 39. — ^Armature Positions. 

that is, it must be so driven that when the 
piston reaches the firing position the mag- 
neto is in a sparking position. When the 
magneto is once set so that it gives a spark 
when the engine needs one, it must be kept in 
that relation, for if it slips it will no longer 
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give its spark at the correct time. Magnetos 
are usually driven by gears, just as the cam 
shaft is driven, for in that manner slipping is 
prevented. 

For a 1-cylinder, 4-cycle engine the mag- 
neto may be driven so that it is in position C, 
Figure 39, and giving a spark, when the pis- 
ton is in the firing position. To obtain a sec- 
ond spark the armature must make a half- 
revolution to position G. The crank shaft of 
the engine must make two revolutions before 
another spark is required, however, so that 
the armature would be revolving at one-quar- 
ter the speed of the crank shaft. It is far 
more usual to drive the armature at one-half 
of the speed of the crank shaft, the armature 
making one revolution while the crank shaft 
makes two, and to .make use of only one of 
the two sparks per revolution that the mag- 
neto is capable of producing. 

It has been said that the more suddenly 
the magnetism changes strength the more in- 
tense the current will be. When the arma- 
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ture is turned very slowly the magnetism of 
the core will change strength, but the change 
will be so gradual that the current may not 
be able to form a spark. As the speed in- 
creases the changes will take place faster and 
faster, and the current will become more in- 
tense. When the magneto is driven at one- 
quarter the speed of the crank shaft it might 
be difficult to crank the engine fast enough to 
get a starting spark from the magneto, but 
with a good magneto driven at one-half the 
crank shaft speed a small stationary engine 
may be started easily and with little eflFort. 

When once started the magneto will con- 
tinue to give ignition sparks indefinitely, with 
no more attention than an occasional oiling. 

Some engines have such weight and com- 
pression that they cannot be cranked fast 
enough to obtain an ignition spark froid a 
revolving magneto, and as such engines do 
not run at a higher speed than 500 revolu- 
tions per minute they are fitted with oscillat- 
ing magnetos. In an oscillating magneto the 
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armature is not revolved by gears, but is held 
in position C, Figure 38, by springs, which 
are attached to a trip lever secured to the ar- 
mature shaft. A cam or arm driven by the 
engine presses the trip lever to one side, thus 
turning the armature to position B or F, and 
stretching the springs. At the instant when 




Fig. 40. — Oscillating Magneto. 

ignition is desired the trip lever is released, 
and the springs snap the armature back to 
position C, which causes a change in mag- 
netism, and produces a spark exactly as if 
the armature were revolving. (Fig. 40.) 

No matter how slowly the armature may 
be moved by the engine the speed with which 
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the springs move it will be sufficient to pro- 
duce a most intense ignition spark. 

Gear driven and oBcillating magnetos are 
made in various forms, according to the ig- 
nition systems for which they will be used, 
and give the greatest possible reliability and 
efficiency. 




COMMUTATOR-' WINDINGS'^ 

FiQ, 41. — AuuTUBB or Fxiction-Dbivk Qenuutob. 

In a type of generator that is in frequent 
use the current is produced under the same 
principle as a magneto, but the application 
of the principle is somewhat different. In- 
stead of a single winding on the armature 
there are a number of windings, as indicated 
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in Figure 41. The ends of these windings are 
attached to blocks of copper insulated from 
one another, and which form the commutator. 




These windings are acted on successively 
by the magnetism, so that current is pro- 
duced in them one at a time. The current 
flows to the commutator and then to blocks 
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of carbon, called brashes, that are pressed 
agamst the commutator by springs. (Fig. 
42.) These brushes form the terminals, and 
are connected to the circuit. 

If the length of all of the windings taken 
together is the same as the length of the sin- 
gle winding of the magneto, and if the mag- 
nets are of equal strength, the generator and 
the magneto will give equal currents. In- 
stead of the generator current being con- 
centrated at two points in the revolution, as 
is the case with the magneto, it will be spread 
out, so to speak, over the entire revolution, 
and will not, of course, be so intense. In or- 
der that these generators may produce a suf- 
ficiently intense current for ignition they 
must be run at very high speed, and they are 
driven either by belt or by friction. This 
gives them their name of friction-drive gen- 
erators. 

The shaft of a friction-drive generator is 
usually fitted with a leather wheel, which is 
pressed against the fiywheel of the engine 
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and is thus driven. The speed at which it is 
run may be 2,000 revolutions per minute or 
more. The leather friction wheel may press 
against the face or side of the flywheel, or a 
bevelled edge. (Fig. 43.) 
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Fio. 43. — ^Locations of Frigtion-Dbive Generators. 

A magneto produces its intense current at 
intervals, and, as has been explained, it is so 
set that this intense current is used in pro- 
ducing a spark. On the other hand, a fric- 
tion-drive generator produces electricity all 
of the time that it runs, but the electric cur- 
rent is only permitted to flow when a spark is 
required. The electricity that is produced 
at other times endeavors to flow, but cannot 
do so because no circuit is provided for it. If 
it becomes suflSciently intense it will make a 
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circuit for itself by burning the insulation of 
the windings, which will ruin the generator. 

In order to prevent the generator from 
running at so high a speed that the intense 
current will bum out the armature the fric- 
tion wheel is provided with a governor that 
pulls the friction wheel away from the fly- 
wheel, or else lets the armature run free. 
When the speed of the armature is suffi- 
ciently reduced the governor again permits it 
to be driven. 

Some friction drive generators obtain their 
magnetism from permanent steel magnets, as 
magnetos do, while others obtain it from their 
own electric currents. It has been explained 
that when a current flows through a wire 
wound around an iron bar the bar becomes 
magnetized; Figure 44 shows how this prin- 
ciple is applied to a generator. The arma- 
ture revolves between the ends of two iron 
bars, or cores, the other ends of which are 
connected by another bar of iron. The cores 
are wound with wire, as indicated in the 
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sketch, one end of the winding being con- 
nected to one of the brushes, while the other 
goes to the circuit. The cores are hard 
enough to retain a little magnetism, so that 
when the armature is rotated a weak current 




TO THE CIRCUIT- 
Pie. 44. — ^Dynamo. 

is produced. This current flows through the 
windings of the cores and increases their 
magnetism, which in turn increases the cur- 
rent produced in the armature. It takes only 
a very brief time to get the full intensity. A 
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generator of this kind, which obtaiiw its 
magnetism from electricity, is called a dyna- 
mo. 
On small stationary engines the ignition 
current is fre- 
quently obtained 
from a battery 
which is usually - 
made up of dry 
cells. A dry cell 
consists of a 
zinc cup, a sti<^ 
of carbon, and a 
paste which con- 
tains a chemical 
|that under cer- 
tain conditions 
will eat the zinc 
just as acid 
7iO. 4S.~8xcnioN OF Dby Cill. would eat it. 
The space between the zinc cup and the stick 
of carbon is packed with the paste, but the 
carbon and the paste are prevented from 
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touching the zinc by a lining of blotting 
paper. (Fig. 45.) 

A screw or nut attached to the carbon, and 
another attached to the zinc cup, form the ter- 
minals; when they are connected to the cir- 
cuit an electric current will flow from the 
carbon to the circuit, returning to the cell by 
the zinc. The circuit must be complete, and 
the current will pass from the zinc to the 
moisture absorbed by the blotting paper, to 
the paste, and to the carbon. 

No matter what the size of a dry cell may 
be its current will have a pressure of a little 
over one volt; a large cell, however, will give 
a greater quantity of current than a small 
one. As an ignition system will require a 
pressure of six volts to operate it, something 
must be done to bring the pressure up to this 
point. 

Suppose a crowd of people to be so dense 

that a man cannot press his way through; if 

four or five men line up behind him, however, 

the pressure that they can exert by working 
9 
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together will gain a passage. In a similar 
way dry cells can be made to work together, 
and to give any pressure that may be re- 
quired. To do this the carbon terminal of 
one cell is connected to the zinc terminal of 
the next cell, as shown in Figure 46. The 
current of one cell must thus pass through 
the other cells in flowing over the circuit, and 




Fig. 46. — Cells Connected in Series. 

the voltage will be increased as many times 
as there are cells. If each cell gives one volt, 
for example, five cells connected in this man- 
ner will give five volts. This is called con- 
necting in series. 

While a cell may be capable of giving a 
considerable quantity of current this cannot 
be taken from it all at once. For instance, if 
a crowd of people try to rush through a nar- 
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row doorway they will become jammed in it; 
they can get through only by passing one at 
a time. A dry cell will act in a similar way, 
for while it will give a small current for a 
considerable time, it will become choked, so 
to speak, if a heavier current is taken from it. 
The flow of current will then cease entirely, 
and the cell must be permitted to stand idle 
in order to return to its former condition. 

An ignition system will require the current 
at intervals, which gives the cells a chance to 
rest in between times. Under these condi- 
tions dry cells will give the best service that 
can be expected of them. If the circuit is 
closed, and is left so, the cells must supply 
current continuously, and will rapidly be- 
come exhausted. A wrench or other piece of 
metal laid on top of a dry cell will cause a 
short circuit; that is, it will provide an easy 
path by which the current may flow from car- 
bon to zinc without going over the regular 
circuit. This will exhaust the cell, and 
should therefore be guarded against. 
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While it is customary for an engine manu- 
facturer to supply an engine with five or six 
dry cells connected in series, the engine user 
will greatly improve matters by using ten 
dry cells, connected as shown in Figure 47. 
The cells are divided into two groups of five 
cells each, which are connected in series; the 
free carbon terminals of each group are con- 




Fia, 47. — Cells Connected in Sebies-Pasallel. 

nected together, and so are the free zinc ter- 
minals. Carbon and zinc are then connected 
to the circuit in the usual manner. This is 
called connecting in series-parallel. 

Ten cells connected in ' series-parallel will 
give a current at the same pressure as five 
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cells connected in series, but will give* a 
greater quantity of current; or what is more 
important, will give an equal quantity of cur- 
rent for a much longer time. Ten cells con- 
nected in series-parallel will last longer than 
ten cells used five at a time. 



CHAPTER Vm 

MAKE-AND-BBEAK SYSTEMS 

IN the make-and-break ignition system, 
which is also called the low-tension sys- 
tem, or, in other words, the low voltage 
or low pressure system, the circuit is closed 
to permit the current to flow, and is then 
abruptly broken. On the breaking of the cir- 
cuit the current forms a spark in trying to 
continue to flow. The current may be ob- 
tained from a gear driven or an oscillating 
magneto, from a friction drive magneto or 
from a battery. 

The current flows to the igniter, which is 
the device at which the circuit is made and 
broken, and at which the spark occurs. The 
igniter is attached to the cylinder in such a 
way that part of it projects through the cyl- 
inder wall and is in contact with the charge 
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of mixture; it is at this part of the igniter 
that the spark is produced. 

During the inlet or compression stroke the 
engine causes two of the parts of the igniter 
to come together and to close the circuit; 
when the piston reaches the firing point the 
engine causes the two parts to separate and 
to break the circuit, and the spark forms be- 
tween them. 

One of these parts is a rod that extends 
through the cylinder wall, but which is care- 
fully insulated from it. This rod is called 
the insulated electrode, or the stationary elec- 
trode, and sometimes the anvil. The other 
part is called the movable electrode, or the 
hammer, and is a small shaft that turns in 
bearings in the cylinder wall. It has a short 
arm on its inner end, so that when it turns 
in its bearings the arm may be touched to 
the stationary electrode or be separated 
from it. 

Figure 48 shows an igniter cut through the 
center, and also two views of its inner end. 
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in one of which the circnit is closed, while in 
the other it is broken. The movable elec- 
trode may be turned in its bearings by means 
of the operating arm attached to its outer 
end. 
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7io. 48.— Section or laNiriB, 



As shown in Figure 48, one wire from the 
generator leads to the insulated electrode, 
while the other is connected to the metal of 
the engine. When the electrodes are sepa- 
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rated the current cannot flow, for, although 
the generator is connected to the insulated 
electrode, there is no way for the current to 
pass on to the metal of the engine. When the 
movable electrode is turned so that its arm 
touches the insulated electrode it gives the 
current its opportunity to pass from the in- 
sulated electrode to the metal of the engine, 
and so to return to the generator. 

The two electrodes with their springs and 
other parts are usually mounted on an iron 
block, called the igniter plate, which is 
bolted to the cylinder, and the complete ig- 
niter may be removed when necessary. 

Igniters are made in a great many different 
forms, but almost always work along the 
same general lines. A spring is arranged to 
pull the movable electrode against the in- 
sulated electrode, but a second and stronger 
spring acts against it and is able to hold the 
electrodes apart. Just before an ignition 
spark is required a rod or lever operated by 
the engine overcomes the heavy spring, which 
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permits the other spring to pull the movable 
electrode against the stationary electrode, 
and closes the circuit. At the instant when a 
spark is required the heavy spring is re- 
leased, and in snapping back to its first po- 
sition it strikes the movable electrode. The 
blow is sufficient to move the movable elec- 
trode away from the stationary electrode, 
which breaks the circuit. 

The current that makes the spark is pro- 
duced by magnetism, and in order that the 
current may be as intense as possible the 
magnetism should be made to die out very 
abruptly; this may be done by breaking the 
circuit suddenly. If the igniter points sep- 
arate slowly a spark will be produced, but it 
will be a weak one; it will be much more in- 
tense when the points separate suddenly. The 
igniter is almost always made so that the 
movable electrode is moved by being struck 
instead of being pushed, for this breaks the 
circuit with great suddenness. 

One method of doing this is shown in Fig- 




Fig. 49. — Iqnitee Mechanism. 
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ure 49. The igniter arm is attached to the 
end of the movable electrode, and it has an 
extension in the form of a small shaft, which 
acts as a pivot for the hanuner. The strong 
spring is attached to the hanmier, and holds 
it in position A when the igniter is not being 
operated. The hammer then presses against 
the hanmaer pin on the igniter arm, and thus 
holds the movable electrode away from the 
insulated electrode. 

The igniter trip is a springy steel rod at- 
tached to a push rod, which is moved end- 
ways when the piston approaches the firing 
position. The shoulder on the igniter trip 
then catches the end of the hammer, moving 
it into position B. This releases the hammer 
pin, so that the weak spring is free to move 
the igniter arm, and to bring the movable 
electrode into contact with the insulated elec- 
trode. The sloping end of the igniter trip 
rubs against the stop screw, which causes it 
to bend down; when it bends sufficiently its 
shoulder releases the hammer, which snaps 
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back and strikes the hammer pin a sharp 
blow. This makes the movable electrode 
move very abruptly, and breaks the circuit. 

By changing the adjustment of the stop 
screw the instant when the hammer is re- 
leased may be changed, which will make a 
corresponding change in the instant at which 
ignition occurs. 

Instead of the kind of springs shown in 
Figure 49 igniters are frequently fitted with 
springs that are wound around the pivot on 
which the hammer moves. 

In the igniter shown in Figure 50 the ham- 
mer is not pivoted on the igniter arm, but is 
attached to a tappet, which is a rod sliding 
in guides, and fitted with a spring that tends 
to hold it in the position shown in the second 
sketch. When the push rod moves, the trip 
lever that is pivoted to it lifts the tappet, and 
thus permits the small spring to move the 
igniter arm and to close the circuit, as shown 
in the first sketch. One end of the trip lever 
rubs against a stop, and is moved by it; at 
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the instant when ignition is desired the trip 
lever moves from under the tappet, which is 
then driven downward by its spring. While 
thus moving the hammer strikes the igniter 
arm, moving it and breaking the circuit. 




FiQ. 50. — latfiTEB Mechanism. 



Stationary engines are often so arranged 
that the spark may be changed while the en- 
gine is running, to permit the changing of 
the speed. When the engine is being started 
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the spark is retarded, being advanced when 
the engine is running to bring it up to speed. 
This is done by changing the stop so that the 
hammer may operate earlier or later in the 
stroke. 

The constant hammering of the movable 
electrode against the insulated electrode, as 
well as of the hammer against the igniter 
arm, will eventually cause wear, which will 
interfere with the action of the igniter, and 
will put the ignition out of time; that is, the 
spark will no longer occur at the proper point 
in the stroke. The igniter must then be ad- 
justed, which is done in accordance with the 
directions given in the instruction book fur- 
nished by the maker of the engine. It may 
be said in general that when the movable 
electrode is separated from the insulated elec- 
trode the spark points should be from 1/16 
inch to 1/8 inch apart, and that the trip 
should release the hammer when its distance 
from the igniter arm is from 1/8 to 3/16 inch. 

When the current for the make-and-break 
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ignition system is supplied by a positive 
drive magneto the connections consist of a 
single wire from the magneto to the insulated 
electrode. It was explained in Chapter VII 
that a positive drive magneto gives a spark- 
ing current only at certain points in the revo- 
lution of the armature, and that for this rea- 
son the magneto must be so driven that it is 
giving its sparking current when the piston is 
in the firing position. 

In order to set or to time a magneto it is 
bolted to its base, but the driving gear is left 
loose on its shaft, so that the engine and the 
magneto may be turned independently of one 
another. The engine should be turned slowly 
to bring the piston to the firing position, and 
should be stopped just as the hammer is be- 
ing released from the trip. If the igniter has 
two positions, one for starting and one for 
running, it should be placed in the running 
position. The cover over the magneto arma- 
ture should then be removed, to permit the 
armature to be turned with the fingers until 
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it is in the position shown in Figure 51. In 
this position one of the metal heads of the 
armature will be uppermost, and the arma- 
ture will be held by the magnetism. The 
driving gear should then be tightened on the 
shaft, great care being taken to prevent the 
moving either of the armature 
or of the engine while this is 
being done. The armature 
cover should then be replaced. 

The magneto is thus set, or 
timed, to give its intense cur- 
rent when the piston is at the 
point in the stroke when a [ 
spark is required for full 
speed. When the magneto is 
set it requires no further attention than two 
drops of good oil in each bearing once a week. 

An oscillating magneto is so set that the 
armature and the igniter hammer operate to- 
gether, and this is usually done by connect- 
ing the magneto trip lever to the movable 
electrode. This is illustrated in Figure 52. 

10 




Fio. 51. — ^Magneto 

Setting. 
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When the magneto trip lever is released the 
heavy springs not only return the armature 
to its first position, but make it overrun a 
little, and it is then that the rod strikes the 
movable electrode and moves it. 

The magneto trip lever must be set on the 
armature shaft so that when the trip is not 
acting the springs will hold the armature in 
the position shown in Figure 51 and in the 
upper sketch of Figure 52. 

The use of a friction drive generator or of 
a battery requires a greater complication, for 
neither gives a sufficiently intense current by 
itself for ignition. The current given by a 
positive drive magneto may be used directly 
for the ignition, but the current given by a 
friction drive generator or a battery must be 
intensified by means of a coil. 

The circuit consists of the generator or bat- 
tery, with one terminal connected to the coil, 
while from the coil the current passes to the 
insulated electrode. The other terminal of 
the generator or battery is grounded; in other 




Fio. 52. — OsoiLLATiHfl MAaHZTO FOB Maxe-akd-Buas Ignitiok. 
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words, it is attached to any metal part of the 
engine. Thus, when the igniter is making 
contact, the current flows through the coil to 
the igniter, to the metal of the engine, and 
hack to the generator by the ground wire. 
This is shown in Figure 53. 

IGNITER - 




PiQ. S3. — Masz-and-Bbxas 



BT BAimBT AND Coil. 



The coil consists of a number of layers of 
coarse wire wound around an iron core; the 
core is a bundle of iron wires rather than a 
solid bar, because in that form it gains and 
loses its magnetism with greater rapidity. 
When the igniter points come together and 
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close the circuit the current flows through the 
coil winding and magnetizes the core; when 
the igniter breaks the circuit the current 
stops flowing and the magnetism dies away. 
While the magnetism is dying it produces an 
electric current in the winding of the coil, 
and it is this second current that forms the 
spark. 

To demonstrate this action the experiment 
described in Chapter VI should be repeated. 
Take a 20-foot piece of insulated wire and at- 
tach one end to one of the terminals of a bat- 
tery; when the other end is snapped back and 
forth across the remaining terminal of the 
battery a small spark will be seen. Now wind 
the wire around a small bar of iron, and it 
will be seen that the spark is much larger. 
Inasmuch as the battery and wire remain the 
same, the greater intensity of the spark can 
be explained only by the introduction of the 
magnetism that is produced by the flow of 
current around the iron bar. 

In order to get a proper spark the core of 
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the coil must be given sufficient time to be^ 
come thoroughly magnetized, and the igniter 
should therefore be so adjusted that the cir- 
cuit will be closed for a long enough time. 
The manufacturer's directions for adjusting 
the igniter must be carefully followed. 

A friction drive generator acts in the same 
manner as a battery, and is connected in the 
same way; that is, one terminal is connected 
to the coil and the other to the metal of the 
engine. 

An ignition system should be fitted with a 
switch in order that the flow of current may 
be controlled. A switch is usually a strip of 
copper or brass, pivoted at one end so that it 
may swing from side to side. The plate sup- 
porting the strip of copper has a knob or con- 
tact in such a position that the strip, or 
switch blade, may touch it or be separated 
from it. The blade is connected to one wire 
and the contact to another; when the blade 
touches the contact the current may flow, but 
when the blade is moved away from the con- 
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tact the circuit is broken. Figure 53 shows a 
switch with the circuit closed. 

Engines are frequently fitted with both 
battery and friction drive generator, the in- 
tention being to start the engine on the bat- 
tery, and to use the generator for running. 
The switch for this will have two contacts, 
one being connected to the battery and the 
other to the generator. (Fig. 54.) The 
switch blade is connected to the coil, so that 
by moving it to one contact or the other 
either the battery or the generator may be 
connected into the circuit. When the blade 
is between the contacts both circuits are 
broken, and ignition ceases. 



CEAPTER rx 

JUMP SPAEK IGNITION SYSTEM 

t 

IN the jump spark ignition system, which 
is also called the high tension, or high 
pressure, system, two pieces of metal 
are set in the cylinder so that there is a space 
between them of a little less than 1/32 inch; 
an electric current is caused to jump across 
this space, and it forms a spark in passing. 
The current that is used for the make-and- 
break system could not be used for this, be- 
cause its pressure, or tension, is too low to 
enable it to jump across the gap. It is there- 
fore necessary to use a current of very great 
pressure, or tension, just as it would be neces- 
sary to use a high pressure pump in order to 
raise water to a great elevation. 
In the make-and-break system the spark is 

produced at the igniter, but in the jump 
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spark system it is produced at the spark 
plug, which has no moving parts, and is 
screwed into an opening in the cylinder. 

There are three principal parts to a spark 
plug, one being a metal shell that is made 
with a screw thread, so that it may be 
screwed into the cylinder. (Fig. 55.) Inside 
of this is a stone, porcelain, or mica insulator, 
through the center of which passes a metal 
rod called the center electrode. These parts 
are so arranged that there is a space of 1/32 
inch or a little less between the center elec- 
trode and the end of the shell, or short wires 
set into it. 

The shell of the spark plug is in contact 
with the metal of the engine, while the center 
electrode is insulated from it. The current is 
led to the center electrode, and jumps across 
the spark gap to the metal of the engine, for 
only in that way can it complete its circuit 
and return to the generator. 

The parts of a spark plug should be so se- 
curely bound together that the pressure may 
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not leak from the combustion space, and they 
should not be injured by the intense heat. 
Lubricating oil will deposit on the spark 
plug, as it will deposit on all parts of the 
combustion space, and will be burned into 
carbon. Carbon is a conductor, and if it col- 
lects in the spark gap or on the insulator it 
will form a path that will permit the current 
to flow without jumping. This can be pre- 
vented by making the plug with a large sur- 
face on the insulator, as shown in Figure 55. 

The spark plug has a most difficult service 
to perform, and the satisfactory and con- 
tinued operation of the engine is so depen- 
dent on it that in the long run the high grade 
and necessarily expensive spark plug is far 
cheaper than the one that is low in grade and 
price. 

The simplest and most reliable method of 
producing a sparking current for the jump 
spark system is by means of a positive-drive 
high-tension magneto, which produces its 
own sparking current without the need of a 



JUMP SPARK IGNITION SYSTEM 141 

coil. A high-tension magneto is the same in 
principle as the make-and-break magneto, 
except that instead of a single binding of 
coarse wire it has two windings. One of 
these, called the primary winding, consists 
of a few layers of coarse wire, on top of 
which is the other winding, called the sec- 
ondary winding, made np of a great number 
of layers of very fine wire. The primary 
winding is connected to a device called the 
circuit breaker. 

Every ignition system must have some way 
of controlling the instant at which the spark 
is produced; on the make-and-break system 
the igniter is tripped when the spark is re- 
quired, and is thus the controller of the in- 
stant of sparking, or the timer, as well as the 
spark apparatus. As a jump spark plug has 
no moving parts it cannot be used in this 
way, and a high tension magneto therefore 
has the timing device built into it, which 
greatly simplifies the system. 

The timer, or circuit breaker, consists of 



142 GAS-ENGINE PRINCIPLES 

two platinum points, one on the tip of an 
insulated screw and the other on a lever that 
is so arranged that the platinum points may 
come together to close the circuit, or be sep- 
arated to break the circuit. These parts may 
be seen in Figure 56, which is a diagram of a 
high-tension magneto. 

In the diagram the two windings are shown 
side by side, but this is only for the sake of 
clearness; in a magneto the secondary wind- 
ing is wound on top of the primary winding. 
The diagram also shows one end of the 
primary winding connected to the circuit- 
breaker lever, and also to the shell of the 
spark plug. This, too, is for the sake of 
clearness; in a magneto this end of the pri- 
mary winding is screwed to the metal of the 
armature core, and is therefore grounded. 
As the circuit breaker lever is pivoted to the 
metal of the magneto a current will have a 
metal path from the grounded end of the 
primary winding to the circuit breaker 
lever. When the spark plug is screwed into 
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the cylinder its shell touches the metal of 
the engine, and as the magneto is bolted 
to the engine an electric current may flow 
between the magneto and the spark plug 
shell. 

The free end of the primary winding is 
connected to the platinum tipped screw. 
When the circuit breaker lever touches the 
screw, as shown in Figure 56, the primary 
circuit is closed; that is, a current may flow 
from the primary winding to the screw, to 
the lever, and back by the metal of the en- 
gine to the grounded end of the primary 
winding. When the lever moves away from 
the screw the circuit is broken. 

The lever is made to move, and to close or 
break the circuit, by a cam that revolves 
against it. The cam is attached to the arma- 
ture shaft, and revolves with it. 

It will be seen in Figure 56 that one end 
of the secondary winding is connected to the 
free end of the primary winding, and that 
the other end leads to the center electrode of 
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the spark plug. One winding is thus a con- 
tinuation of the other. 

When the armature revolves the magne- 
tism acts on it as described' in Chapter VII. 
During the time when the current is weak the 
circuit breaker is closed to permit the cur- 
rent to flow in the primary winding. The 
magnetism also tries to produce current in 
the secondary winding, but with no result, 
because the pressure is not sufficient to jump 
across the gap in the spark plug. When the 
armature reaches the point at which the cur- 
rent in the primary winding is most intense 
the lever moves and breaks the circuit. The 
current desires to continue flowing, and as it 
can no longer pass across the platinum points 
the only path left for it is through the sec- 
ondary winding. The sudden rush of the in- 
tense primary current into the secondary 
winding raises sufficient pressure to enable 
the current to jump across the spark plug 
gap, where it forms the ignition spark. 

This is the action of a Bosch high-tension 
11 
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magneto, which is in very general use be- 
cause of its reliability. In Figure 56, how- 
ever, the circuit breaker lever and insulated 
screw are stationary, while the cam revolves; 
in the Bosch magneto, on the contrary, the 
circuit breaker lever and insulated screw re- 
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volve with the armature, while a stationary 
steel block takes the place of the cam. The 
Bosch circuit breaker is shown in Figure 57. 
The circuit breaker lever is L-shaped, piv- 
oted at the angle, and at one end it has a 
platinum point. A flat spring presses this 
end of the lever against a platinum tipped 
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screw set in the insulated block, and all of 
these parts are supported on a disk that is 
secured to the armature shaft by the central 
bolt. As may be seen from Figure 58, this 
bolt conducts the primary current to the in- 
sulated block. 

When the armature revolves the outer end 
of the lever strikes the end of the cam block * 
that is attached to the inside of the housing ; 
this causes the lever to move on its pivot and 
breaks the circuit at the platinum points. It 
is at this instant that the spark is produced. 

The housing has a control arm attached to 
it by which it may be turned partly around; 
this permits the spark to be advanced or re- 
tarded. When the housing is turned as far 
as it will go in the opposite direction to the 
way that the armature is turning, the lever 
will strike the cam block when the armature 
is in position C, Figure 38. The spark will 
then be advanced, and it should be in this 
position when the engine is running. 

When the housing is turned as far as it 
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will go in the same direction as the armature 
is turning, the lever will not strike the cam 
block until the armature has moved to posi- 
tion D, Figure 38. The spark is then re- 
tarded, and it should be in this position when 
the engine is being started. 

In the ordinary magneto it is necessary to 
run the armature at a much higher speed to 
get a spark in the retarded position than in 
the advanced. In the Bosch high-tension 
magneto, however, the pole shoes, which are 
curved iron blocks attached to the magnets, 
are so made that a spark will be obtained at 
as low or even lower speed in the retard as in 
the advance. This is a great advantage, as it 
makes an engine easy to start. 

Figure 58 shows the outer end of the sec- 
ondary winding attached to a collecting ring, 
or slip ring, which is a grooved hard rubber 
wheel, with a brass ring set in the bottom of 
the groove. The collecting ring is secured 
to the armature and revolves with it. A car- 
bon brush is pressed against the metal ring 
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so that the ring in revolving rubs against it ; 
the secondary current flows to the ring, to the 
brush, and thus to the spark plug. 

The only attention required by a Bosch 
high-tension magneto is to put two drops of 
good oil in each bearing once every two 
weeks ; the circuit breaker lever takes care of 
itself, and should not be oiled. Beyond this 
occasional oiling a Bosch magneto gives best 
results when left entirely alone. 

This magneto is also built in oscillating 
form, a trip lever with springs being at- 
tached to the armature shaft. The circuit 
breaker is different in arrangement, as may 
be seen by Figure 59, the lever being oper- 
ated by a flat place on the stationary steel 
bushing that forms one of the armature bear- 
ings. 

The Witherbee igniter is illustrated in Fig- 
ure 60. It consists of two iron cores, each 
carrying a coil of wire, and across which are 
placed magnets in the form of flat bars. A 
plate of iron, or armature, is placed at each 
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end, the two armatures being supported by a 
driving bar passing through them. Either 
one of the armatures may be brought into 
contact with the cores, to form a bridge by 
which the magnetism may flow; the flow of 
magnetism is indicated by the arrows. When 
the driving bar is raised, as shown in the 
first sketch, the lower armature forms the 
bridge, and the cores become magnetized. 
When the driving bar is released by the cam, 
as shown in the second sketch, the spring 
drives it downward, and with great abrupt- 
ness it knocks the lower armature away from 
the cores, at the same time bringing the 
upper armature into contact with them. The 
dying out of the magnetism in the cores pro- 
duces a jump spark current in the coils. 

The diagrams show the driving bar oper- 
ated by a cam; in the machine itself the cam 
or eccentric operates a tripping device that 
in turn lifts the driving bar. 

When batteries and friction drive genera- 
tors are used for jump spark ignition, the 
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current that they give passes to a high-ten- 
sion coil, or vibrator coili as it is also called, 
which gives it sufficient pressure to jump 
across the spark plug gap. A high-tension 
coil consists of a core on which are wound 
a primary and a secondary winding; in this 
it is similar to the armature of a high-ten- 
sion magneto, except that the windings are 
separate instead of one being a continuation 
of the other. 

The principle of a high-tension coil is 
shown in Figure 61. This shows an iron core 
with a winding of wire on each end, the ends 
of one winding being connected to a battery 
through a switch, while the ends of the other 
are brought cloje together. When the bat- 
tery current flows through its winding the 
core becomes magnetized, and the magnetism 
dies away when the battery current stops 
flowing. These changes in the magnetism are 
felt by the other winding, and each time that 
a change occurs electricity is produced in it. 
If the magnetism dies away very suddenly, 
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the current that will be produced in the sec- 
ond winding will be able to jump between the 
ends, and will form a spark. To produce a 
spark the core must be magnetized, which 
is done by closing the switch to let the bat- 
tery current flow, and then the magnetism 




Fig. 61. — Principle op High-Tknsion Coil. 



must be made to die away, which is done by 
opening the switch to stop the flow of cur- 
rent. The spark is produced while the mag- 
netism is dying away. 

The principle is the same whether the 
windings are side-by-side, as in Figure 61, 
or one on top of the other, and in the coils 
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used for ignition the battery coil, or primary 
windingi is wound on the core, with the 
sparking coil, or secondary winding, wound 
on top of it. This gives better results and 
makes the coil more compact. As is the case 
with the high-tension magneto, the primary 
winding consists of a few layers of coarse 
wire, while the secondary winding consists 
of a great number of layers of very fine wire. 

In order to produce an intense current in 
the secondary winding the magnetism must 
be made to die away very suddenly, which re- 
sults from stopping the flow of current very 
abruptly. This is done by a vibrator, which 
makes and then breaks the circuit with great 
rapidity, and thus causes a succession of 
sparks to be produced by the secondary wind- 
ing. The vibrator is operated by the mag- 
netism- of the core, which acts on a vibrator 
blade that is placed opposite one of its ends. 

The parts of a vibrator are shown in Fig- 
ure 62; its parts are connected to the pri- 
mary winding, and the sketch shows the core 
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with the primary winding wound on it. The 
vibrator blade is a flat steel spring, solidly 
supported at one end, and with the other end 
opposite one end of the core. The blade rests 
against a platinmn tipped screw, and the cir- 
cuit is made and broken between this plati- 
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num tip and a piece of platinum attached to 
the blade. 

As the diagram shows, one terminal of the 
battery is connected to one terminal of the 
coil, while the other battery terminal leads 
to the platinum tipped screw; the vibrator 
blade is connected to the remaining coil ter- 
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minal. The circuit is thus closed, for the cur- 
rent can flow from the battery to the screw, 
to the blade, and through the coil back to the 
battery. The flow of current through the coil 
magnetizes the core, however, and the mag- 
netism draws the blade to the core. This 
separates the platinum points, which breaks 
the circuit; the current then stops flowing, 
the magnetism dies away, and the blade 
springs back and closes the circuit again. 
The vibrator blade is thus in constant mo- 
tion, and every time that it breaks the cir- 
cuit it causes a sudden dying away of the 
magnetism that in turn produces a sparking 
current in the secondary winding. 

The coil may thus be considered as an ap- 
paratus that will transform the low pressure 
current given by a battery or by a friction 
drive generator to a current of sufficiently 
high pressure to jump the gap in the spark 
plug. 

In order to complete this ignition system it 
is necessary to have some means of control- 
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ling the instant when the spark passes in the 
plug. Without a device to do this the coil 
would be acting and producing sparks during 
all of the time that the engine was running, 
which would waste the electric current and 
would interfere with the operation of the en- 
gine by setting fire to the mixture before the 
proper time. This device is called the timers 
and it is nothing more nor less than a switch 
that closes the battery circuit when a spark 
is required, and breaks the circuit when the 
spark is no longer needed. The timer is the 
same in principle as the switches shown in 
Figures 53 and 54, but instead of swinging 
from side to side its moving part revolves. 

For a one-cylinder engine a timer consists 
of a ring of hard rubber, fiber, or some other 
insulating material, with a metal plate or 
contact set in its inner surface. (Fig. 63.) 
Inside of the ring is a metal or carbon brush 
set on the end of the timer shaft in such a 
manner that when the shaft revolves the 
brush drags around the inner surface of the 
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ring. The shaft is in contact with the metal 
of the engine, so that current may flow to the 
brush; the contact plate, on the other hand, 
is connected to one of the coil terminals. 

When the brush touches the contact plate 
it closes the circuit, for then the current can 
flow from the battery through the coil and 
vibrator to the timer contact, and by the re- 
volving brush and the metal of the engine 
back to the battery. This causes the vibrator 
to operate, and the high-tension current then 
produced in the secondary winding passes to 
the spark plug. 

Timers are made in a great variety of de- 
signs, and always with the idea of making 
a good contact, and of preventing interfer- 
ence by the entrance of dirt. The timer ring 
is usually provided with an arm that will per- 
mit it to be turned part way around, so that 
the circuit will be closed early or late in the 
revolution of the shaft; by this means the 
spark may be advanced or retarded. 

Like all other electrical devices, the timer 
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has a place at which the current may enter, 
and another at which it may leave. One of 
these is a nut or screw on the contact plate, 
to which the coil is connected; the other is the 
timer shaft by which the current may flow to 
the metal of the engine and thus to the bat- 
tery ground wire. 



CHAPTER X 

LUBEICATION AND COOLING 

A DEFECT in ignition or carburetion 
will slow down an engine ^or stop 
it, but a defect in the oiling of the 
engine may cause an injury or breakage of 
the parts. The necessity for exercising ex- 
treme care in the oiling of the engine thus be- 
comes apparent. 

When two pieces of metal are rubbed to- 
gether the friction will heat them, and the 
heat will cause them to expand. If one of the 
pieces is the piston and the other is the cylin- 
der, the result will be the sticking or seizing 
of the piston in the cylinder and the scratch- 
ing of the piston rings and cylinder walls. 
When two pieces of metal must move one 
against the other, as a shaft turns in its bear- 
ings or as a piston slides in the cyliuder, they 
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are prevented from rubbing by the introduc- 
tion of oil between them. The oil thus forms 
a bed or cushion on which the moving piece 
turns or slides. 

The moving piece tends to use up the oil 
partly by crushing it, and partly by pushing 
it out, and it thus becomes necessary to keep 
up a continuous supply of oil in order to com- 
pensate for what is used. A bearing is sup- 
plied with oil rather than with water or some 
other liquid because oil clings to the surfaces 
and resists being squeezed out. The thicker 
an oil is the greater is its ability to cling to 
the surfaces and to stay in place; a thick oil 
or a grease is used when the moving part is 
very heavy, for in such a case the great 
weight would squeeze out a thin oil and the 
two metal surfaces would rub. 

The most usual lubricating oil is known as 
machine oil, and it is of a thickness that 
makes it useful for lubricating all ordinary 
machinery. Machine oil can be used for oil- 
ing the crank shaft and cam shaft bearings 
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of a gas engine, but should never be used to 
oil the piston and cylinder walls. The reason 
for this lies in the extreme heat existing in 
the cylinder. When oil is heated it becomes 
thin and finally burns, and any ordinary oil 
will be burned by the heat of the cylinder be- 
fore it has time to do any lubricating. It will 
therefore be unable to prevent the piston 
from rubbing against the cylinder walls. 
Even the very best oil will not last long in the 
cylinder, but while it lasts it will prevent the 
surfaces from rubbing. 

Lubricating oil has no harder service to 
perform than the oiling of a gas-engine cyl- 
inder, and a kind of oil that is made to stand 
the heat is absolutely necessary. This . is 
known as gas-engine cylinder oil, and it 
should invariably be used. It is very poor 
economy to use cheap oil, for the expensive 
and high grade oil will cost less in the long 
run. 

There are a number of systems for supply- 
ing oil to the engine, one being the splash 
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system, which is particularly adapted to ver- 
tical engines. To make use of the splash sys- 
tem the engine crank case must be enclosed, 
and oil is permitted to stand in it to such a 
depth that the end of the connecting rod just 
dips in when the piston is at the outer end of 
the stroke. When the engine is running the 
connecting rod splashes the oil to all parts of 
the crailk case, and to the bearings of the 
crank shaft and cam shaft. The oil that 
falls on the piston is spread on the cylinder 
walls as the piston moves inward, and works 
its way up to the combustion space, where it 
is finally burned. 

The loss of oil is made up by adding oil to 
the crank case so that the proper depth is 
maintained, and for this purpose* an oil cup is 
usually used. An oil cup is a small, glass- 
sided tank so made that the flow of oil from it 
may be regulated by means of a needle valve. 
The mechanism of an oil cup is shown in Fig- 
ure 64. The oil flows out through the needle 
valve, which may be adjusted by a nut set 
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on the upper end of the sleeve through which 
the needle valve passes ; the number of drops 
passing may be seen at the sight glass. A 
ball check valve prevents the pressure in the 
cylinder from escaping; if pressure leaks past 
the check valve it will escape through the 
vent without interfering with the flow of oil. 

An oil cup of this sort will feed oil whether 
or not the engine is running. When the en- 
gine is stopped the flow of oil must be shut 
oflf, and this is done by turning down the 
upper handle, on which the spring forces the 
needle valve down and closes the passage. 

When the splash system is not used it is 
usual to provide an oil cup for each bearing, 
or in some cases to attach an oiler. An oiler 
consists of a number of small pumps placed 
in an oil tank and driven by the engine. Each 
pump is connected to a bearing or to an open- 
ing in the cylinder wall, and forces a certain 
quantity of oil to that bearing at regular in- 
tervals for as long as the engine runs. 

The best oil and the best oiling system 
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would be useless if the engine were not pro- 
vided with some method of reducing the in- 
tense heat ; every engine has a cooling system 
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Pig. 65. — Hopper-Cooled Engine. 

that cools the cylinder to a point at which 
the oil will not be instantly burned. This is 
usually done by providing for a flow of water 
around the cylinder in channels called water 
jackets; these may be seen in Figures 4^ 5^ 6, 
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13, and others. The only difference in ■? 
cooled engines is in the method of circnlating 
the water. 

In the hopper 'Cooled engine a tank is at- 
tached to the cylinder, as shown in Figure 65. 




Fio. 66. — Tank-Cooled Ehoinb. 



The hopper and water jacket are filled with 
water, which is gradually evaporated by the 
heat. The water level should always be high 
enough to keep the cylinder covered. 
In the tuik-cooled engine a tank is placed 
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beside the engine and the water jacket con- 
nected to it by a pipe slanting np from the 
top and another slanting down from the bot- 
tom. (Fig. 66.) As the water in the jacket 
becomes heated it tends to rise, and passes 
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out by the upper pipe. Its place in the jacket 
is taken by cool water entering at the bottom, 
and this circulation continnes as long as the 
engine runs. The water should stand in the 
tank above the upper pipe. 

In the pump-cooled system the water is 
circulated by means of a pump driven by the 
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engine that forces the water through the 
jacket and to some form of cooling apparatus. 
(Fig. 67.) The cooler illustrated is a tank 
over which is a cone of wire netting. The 
water flows from the pipe to the point of the 
cone; and is cooled by the surrounding air in 
running down the surface. 

In these circulating systems the water that 
is heated in the jackets is cooled by contact 
with the surrounding air. In many cases the 
cylinders are cooled by direct contact with 
air and without the use of water. In order 
to make this practical the cylinder should 
have a very large surface, so that as much air 
as possible will be in contact with it. This is 
accomplished by casting deep flanges on the 
cylinder, as shown in Figure 68. In order to 
make air-cooling effective the air must be 
kept moving around the cylinder, and this is 
accomplished by a fan driven by the engine 
that blows a current of air against the cylin- 
der flanges. 

In Figure 69 is shown a cylinder that is 
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surromidecl by a sheet-metal jacket that con- 
fines the air from the fan, and forces it to cir- 
culate aronnd the flanges. The jacket is open 
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at the side opposite to the fan, and also at 
the bottom; as the flanges are made with 
holes the air may pass down as well as across, 
and thns reach all parts. 
A properly constructed air-cooled engine is 
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unaffected by low temperatures that might 
freeze the water of a water-cooled engine that 
is standing idle. In order to make air-cool- 
ing successful, however, the cylinder flanges 
must be kept clean, for a coating of dust and 
grime on them will interfere with the passing 
off of the heat. 



CHAPTER XI 

POWEB 

AN antomobile is usually purchased 
with the idea of using it for pleas- 
ure and convenience, and its selec- 
tion is quite likely to depend on the arrange- 
ment of the body, the color, or any one of a 
score of details that are matters of personal 
preference. The purchase of a stationary en- 
gine is a very different proposition, for it is 
to be used in a man's business and will be 
expected to earn money for him. The selec- 
tion of the engine should therefore depend on 
reliability, and in a lesser degree on effi- 
ciency; the efficiency of the engine being con- 
sidered as the cost of the gasoline, oil and 
other supplies that it requires in the doing 
of its work. 

The breakdown of an automobile is an in- 
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convenience, but the breakdown of a station- 
ary engine causes a direct money loss ; a loss 
of the value of the work that the engine might 
be doing, and the loss of interest on the 
money invested in it. For every hour that an 
engine works it is paying a return on the 
money spent in its purchase; for every hour 
that an engine stands idle, either through 
breakdown or because there is nothing for it 
to do, there is a dead loss. The man who 
conducts his affairs on a systematic and busi- 
ness-like basis will buy the most reliable en- 
gine obtainable, wUl provide a full day's work 
for it every day, and will give it the care 
necessary to keep it in first-class condition. 

A well-built, well-equipped engine will run 
for year after year without breakdown and 
without repair expense if it is given common- 
sense attention ; and it may be added that this 
attention costs only the value of a few daily 
minutes. 

The small stationary engine seems to be ex- 
pected to break down every little while, and 
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experience frequently justifies this opinion. 
A little investigation, however, will show that 
in a great majority of cases the breakdown is 
due, not to the engine itself, but to the car- 
buretion system, or to the ignition system, or 
to neglect and carelessness. 

Buyers of small stationary engines usuaUy 
consider only the cost of purchase, and lose 
sight of the cost of maintenailce and opera- 
tion, as well as the greater losses that may re- 
sult from a breakdown. They demand an 
outfit at a low price, and the manufacturer 
has no choice but to supply it. The money 
that they are willing to pay will not permit 
the engine to be fitted with high-grade acces- 
sories, and breakdowns and poor service are 
to be expected in consequence. 

This condition will continue until the 
buyer learns that for every dollar saved on 
the purchase price he may lose two through 
breakdowns. Cheap coils, cheap wire and 
switches, cheap batteries, will give corre- 
spondingly poor service, but the buyer will 
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continue to get this poor equipment just as 
long as he insists on giving a poor price. The 
instruction books issued by a number of en- 
gine manufacturers contain the statement 
that 75 per cent, of engine troubles are due 
to ignition, which suggests the improved ser- 
vice that would be given by these same en- 
gines, when high-grade and reliable ignition 
systems are substituted for the cheap and 
faulty outfits that the low price forces the 
makers to use. 

The selection of an engine is, of course, de- 
termined by the work that is to be done, and 
makers of feed choppers, separators and 
other machines will always inform a pur- 
chaser of the power that will be required to 
drive them. This will be stated as being so- 
and-so many horse power. The term horse 
power is somewhat misleading; the work that 
can be done by a 4-horse power engine, for 
instance, can hardly be compared to the work 
that four horses can do, because it is applied 
in a different manner. 
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A certain piece of work may be said to re- 
quire a certain horse power, just as a field 
is said to contain so many acres, or a tank 
so many gallons. The size of the acre and the 
volume of the gallon have been established 
through long usage, and this is also the case 
with the value of the horse power by which 
work is measured. 

Another thing that is at first confusing is 
to see on the one hand a stationary engine 
weighing perhaps 1,000 pounds and deliver- 
ing 5-horse power, and on the other hand an 
automobile engine of less than half the 
weight but delivering 20-horse power. To 
make the diflference clear it is only necessary 
to compare the conditions under which the 
two engines run. 

An engine gets its power from the pressure 
produced by the burning of the charge of 
mixture, and the larger the charge the greater 
will be the pressure. The cylinder of the 5- 
horse power stationary engine is twice the 
size of a cylinder of the 20-horse power au- 
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tomobile engine, and its power stroke will 
turn the crank shaft with twice the force. 
The automobile engine, however, runs at 
twice the speed of the stationary engine, so 
that while the stationary engine is making 
one power stroke, any one of the cylinders of 
the automobile engine will be making two 
power strokes. The force applied to the 
crank shaft is therefore the same in both 
cases. 

Each cylinder of the high-speed automobile 
engine develops as much power as the large 
cylinder of the slower speed stationary en- 
gine; it follows that its four cylinders acting 
together will develop four times the power. 

The power that an engine can develop de- 
pends in the first place on the size of its mix- 
ture charges, which is in accordance with the 
size of the cylinder and the length of the 
stroke, and in the second place on the rap- 
idity with which its power strokes follow one 
another, which is in accordance with the 
speed. Of these two, the engine speed is the 
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important thing to consider, for it must be in 
accordance with the speed of the machinery 
that is to be driven, 

It is very natural to inquire why a heavy, 
slow-speed engine should be used when equal 
power can be obtained from a light weight 
automobile engine, and the answer brings out 
a number of reasons. In the first place, even 
the slow speed of a stationary engine is usu- 
ally greater than the speeds at which machin- 
ery should be driven, and the speed is reduced 
to the proper point by using a large pulley 
on the machine and a small one on the engine. 
If a high-speed engine is used the necessary 
reduction will be so great that it will cease to 
be practical because of the slipping of the 
belts. 

For another thing, while the automobile en- 
gine may be capable of driving a car at sixty 
miles an hour, it is not required to do so very 
often, and then only for brief periods. It is 
usually developing only a small proportion of 
the power of which it is capable, and the 
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parts of the engine may be made compara- 
tively small and light. A stationary engine, 
on the contrary, is almost always working up 
to its limit, and its parts must be large and 
heavy in order to prevent their rapid wear. 

As the cylinders of the automobile engine 
are small, the charges of mixture do not pro- 
duce very great pressure, and the cylinder 
walls and head, the piston, and other parts, 
may be light. The much larger charges of a 
stationary engine require the cylinder, piston, 
connecting rod, crank shaft and other parts 
to be heavier and more substantial; this is 
another reason for the greater weight. 

A stationary engine is built to run at a cer- 
tain definite speed, and at that speed the 
valve openings and the compression will al- 
low it to produce its greatest power. This is 
known as the normal speed. At lower speeds 
the power will naturally fall off, and at higher 
speeds not enough time will be allowed for all 
of the burned gas and for full charges of fresh 
mixture to pass through the valve openings. 
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An engine should not be given so heavy a load 
as to prevent it from running up to its nor- 
mal speed, and it is prevented from running 
faster than its normal speed by a govemor. 

A machine that requires 5-horse power to 
drive it will hold a 5-horse power engine at 
normal speed, but a 10-horse power engine 
would have more than enough power, and if 
it were not checked it would speed up exces- 
sively; or as the engineer says, it would run 
away. The object of the govemor is to pre- 
vent the engine from running beyond its nor- 
mal speed, no matter how light may be the 
load that it is driving. 

The action of a govemor is controlled by 
the speed of the engine, and is dependent on 
centrifugal force, which is the force that 
tends to throw things away from the center 
around which they are revolved. It is centri- 
fugal force, for instance, that makes water 
fly from a revolving grindstone. 

The governor of a small engine usually con- 
sists of one or two iron weights on the ends 
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of arms that are pivoted to the crank shaft 
or some other revolving part of the engine. 
Figure 70 shows two curved arms projecting 
from the hub of the flywheel; the governor 
arms are L-shaped, and pivoted to the curved 
arms. The weights on the ends of the gov- 
ernor arms are connected by two springs, one 
on each side of the hub, and while the gov- 
ernor arms may move on their pivots they 
must stretch these springs in order to do so. 

The other ends of the governor arms catch 
in a groove on a metal ring or sleeve that is 
80 arranged that it revolves with the crank 
shaft, but at the same time is free to slide 
along it. When the weights move outward 
and move the governor arms on their pivots, 
the sleeve is forced to slide on the shaft. This 
movement of the parts may be seen in the sec- 
ond sketch. The detent lever is a bar that is 
pivoted to some stationary part of the engine, 
with one end in the second groove of the slid- 
ing sleeve; any movement of the sleeve thus 
causes a movement of the detent lever. 
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When the engine is running at its normal 
speed, or at a lower speed, the parts are in the 
position shown in the first sketch. When the 
speed increases and goes above normal the 
weights fly out, and move the sliding sleeve 
along the shaft. This causes the detent lever 
to move, so that a steel plate on its upper 
end, called the detent, catches under another 
steel plate attached to the push rod that opens 
the exhaust valve. This position is shown in 
the second sketch. With the push rod caught 
on the detent the exhaust valve cannot close, 
and there can be no power stroke because 
mixture will not be drawn into the cylinder. 
The speed of the engine consequently falls 
oflf. When it gets down to normal the 
weights can no longer keep the springs 
stretched, and they move back to their first 
position, as a result of which the sliding 
sleeve moves back, and in turn moves the de- 
tent away from the push rod. This permits 
the engine to take up its cycle once more. 

The tension of the springs may be changed 
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by means of the adjusting nut; the stronger 
they are the higher the speed of the engine 
must be before the weights fly out sufficiently 
to cause the detent to catch the push rod. 

Figure 71 shows a ball governor, which is 
mounted on a vertical shaft. The governor 
weights and the sliding sleeve revolve with 
the shaft, and on top of the sliding sleeve is 
a ball bearing so that the sleeve may revolve 
freely against the metal plate, or throttle. 
The throttle may slide up and down, but the 
rest of the parts are stationary. The pressure 
of the spring against the throttle tends to 
hold the sliding sleeve down, in position A. 
When the shaft revolves the governor 
weights tend to fly outward, but in order to 
do so they must raise the sliding sleeve 
against the pressure of the spring. 

The tension of the spring may be adjusted 
to permit the weights to move the sliding 
sleeve at any engine speed that may be de- 
sired. 

The throttle is placed in the vaporizer in 
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such a manner that it may close or open the 
air inlet. When the engine is running at nor- 
mal speed or at less than normal^ the throttle 
is in position A, and the air inlet is wide 
open. When the engine speed becomes too 
high the governor causes the throttle to rise, 
and to obstruct the air inlet, as shown in po- 
sition B. The supply of air to the cylinder 
is thus reduced, and the power strokes con- 
sequently have less force; this results in the 
slowing down of the engine. 

When the speed drops to normal the spring 
forces the sliding sleeve back to its original 
position, and the throttle again opens to ad- 
mit full charges to the cylinder. 

One or the other of these two governor con- 
trols is used on practically all small station- 
ary engines. The first, which slows down the 
engine by interfering with the cycle, is called 
the hit-or-miss governor, and it is sometimes 
made more positive by an attachment that 
locks the inlet valve in the closed position. 
An arrangement of this sort is shown in Fig- 
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ure 15. On engines with battery ignition it is 
usual to provide a switching device that 
breaks the battery circuit when the exhaust 
valve is open, thus saving current by prevent- 
ing the production of ignition sparks when 
the governor is operating. A device of this 
sort is quite unnecessary when a magneto is 
used, because its current supply is unlimited. 



CHAPTER Xn 

CAEE AND MAINTENANCE 

CLEANLINESS 

IF one thing is more important than an- 
other in the care of an engine, that thing 
is cleanliness. At the end of every 
day's run the engine should be wiped off, for 
if dirt and grit collect they will work their 
way into the moving parts and cause rapid 
wear, and may also interfere with their op- 
eration. This is especially true in the case of 
portable engines, which are used out-of-doors, 
and are covered with dust and sand whenever 
the wind blows. 

It is easy to get into the habit of wiping 
the engine at the end of each day's run, and 
this has the added advantage of exposing 
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loose nuts or other parts before they have 
time to do any damage. 



OPEBATINO IN COLD WEATHER 

It will be somewhat more difficult to start 
an engine in cold weather than when the 
weather is warm, because the gasoline will 
not vaporize so easily. In order to make the 
gasoline vaporize it must be heated, and the 
safest way of doing this is by hot water. It 
is exceedingly dangerous to heat the vapor- 
izer with a torch or any other open flame. 

Gasoline may be heated by placing a bottle 
of it in hot water, or the engine may be heated 
enough to make starting easy by pouring hot 
water in the water jacket. 

Another way of starting a cold engine is to 
soak a rag or a bunch of waste in gasoline, 
and to hold it at the air intake while the en- 
gine is being cranked. 

It should be remembered that lubricating 
oil thickens when it is chilled, and that there- 
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fore the oiler adjustments must be opened 
wider in cold weather than in warm. The 
oiling should be very carefully watched when 
the engine is run in cold weather. 

When water is chilled it contracts, but at 
the moment when it turns to ice it expands 
suddenly and powerfully. If it turns to ice 
in the water jacket the expansion will be suf- 
ficient to split the iron; and this injury will 
put the engine out of commission. The re- 
pair will usually require the fitting of a new 
cylinder or cylinder head. 

The surest way of preventing the freezing 
of water in the jackets is to drain off the wa- 
ter whenever there is the slightest possibility 
of the temperature dropping to the freezing 
point while the engine is standing idle. 

If water is scarce, and cannot be wasted, it 
can be prevented from freezing by adding 
calcium chloride to it; this chemical is inex- 
pensive, and is to be used as follows: 

3% lbs. to the gallon of water prevents 
freezing to 10 degrees below zero. 
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4 lbs. to the gallon of water prevents freez- 
ing to 20 degrees below zero. 



ADJUSTING THE VIBRATOR 

The vibrator of a jump spark coil is always 
provided with an adjustment by which the 
blade may be made stiflF or weak, and the 
blade must be carefully adjusted in order to 
get a good spark, and to avoid wasting the 
battery current. If the blade is stiff a great 
deal of current will be used in magnetizing 
the core intensely enough to make it move, 
and a stiff blade will also cause the platinum 
points to bum very rapidly. H the blade is 
weak the feeble magnetism that will make it 
move may not be sufficient to produce a 
sparking current in the secondary winding of 
the coil. The blade should be so adjusted 
that the coil will give a good spark, but 
should use as little battery current as pos- 
sible. 

Before adjusting the blade see that the 
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platinum points are clean and flat, so that 
they make a good contact. Then unscrew the 
adjustment until the platinum points separ- 
ate, and close the switch. Screw down the 
adjustment, and as soon as the platinum 
points come into contact the blade will begin 
to buzz, but the buzz will be feeble. Start 
the engine, if it is possible to do so on the 
weak spark that the coil will then be giving ; 
if it will not start screw down the adjustment 
until the coil gives a starting spark. When 
the engine is running change the adjustment 
until the blade is as weak as it can be with- 
out causing the engine to miss. 

When the vibrator is properly adjusted the 
lock nut or set screw should be tightened to 
prevent the adjustment from working loose. 

IGNITION wntmo 

If the engine is wired with bell wire, in 
which the copper is in one piece, it will give 
trouble sooner or later, for the vibration of 
the engine will continually bend the wire 
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back and forth and j&nally cause it to break. 
Much trouble will be avoided by replacing 
the bell wire with stranded cable, such as is 
used on automobiles, which is so soft that 
bending will not injure it. With stranded 
cable, however, great care should be taken 
to prevent the ends from fraying and coming 
into contact with metal that would cause a 
short circuit. 

PIPE CONNECTIONS 

In making up gasoline pipe connections the 
threads should be painted with thick shellac 
as they are being screwed together, in order 
to prevent leakage. White lead and red lead 
are not satisfactory, because the oil in them 
will be attacked by the gasoline. At a pinch 
soap can be used, with good results. 

GASKETS 

A gasket is used to make a tight joint be- 
tween two pieces of metal that are screwed or 
bolted together, and the most important gas- 
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ket is the one between the cylinder and the 
cylinder head. Because of the heat and pres- 
sure to which this gasket is subjected the best 
material to make it of is asbestos sheeting 
molded over wire gauze. The gasket must 
be cut with the greatest care to the shape of 
the water holes and bolt holes as well as to 
the inside and outside of the cylinder. The 
edges should be smooth, for rough or ragged 
edges will give trouble. 

If asbestos sheeting cannot be obtained a 
smooth and unwrinkled piece of stout wrap- 
ping paper may be used, one side being coated 
with thick shellac and the other with white 
lead. It should be placed in position while 
the shellac is still wet, and with the shellac 
next to the cylinder. 

The cylinder and cylinder head should be 
clean, and absolutely free froni dirt and grit, 
before the gasket is put in place. When the 
gasket is in place the cylinder head may be 
put on, and should be driven down with a 
hammer and a block of wood. All of the 
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holding nuts may then be run down with the 
fingers, and when they all begin to bear on the 
cylinder head they should be tightened little 
by little with a wrench. Each nut should be 
given a half -turn at a time, so that all parts 
of the cylinder head are drawn down equally. 
If one nut is tightened while the others are 
still free the subsequent tightening of the 
others is likely to spring the cylinder head or 
distort the gasket. 

When all of the nuts are tight the engine 
should be run for not more than one minute, 
with no water in the water jacket. This will 
heat the cylinder head and the bolts that hold 
it in position; and the consequent expansion 
of the bolts will permit the nuts to be drawn 
up tighter. 

OVEBHAULINO AN ENGINE 

After a season of hard work the engine will 
probably require overhauling, and as this is 
not a difficult operation it should not be put 
off until the engine is in serious need of it. 
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As a first step the engine should be exam- 
ined with great care in order to determine the 
work that is to be done. Leaks in the gas- 
ketSy outlet and exhaust pipes, the gasoline 
line, etc., should be located and marked; lost 
motion should be noticed, and in general the 
work to be done should be determined before 
any of the engine parts are removed. 

It should be remembered that to get the 
best results each nut, bolt and other part 
should be returned to the identical position 
from which it was taken, which will require 
the marking of each part as it is removed. 
In the case of timing gears they should be 
marked with a prick punch, two adjoining 
teeth in one gear being marked and the tooth 
of the other gear that is between them also 
being marked. It is quite usual for manu- 
facturers to provide marks of this sort on the 
timing gears, and in reassembling the engine 
it is only necessary to mesh the gears so that 
the marked tooth of one goes between the 
two marked teeth of the other. 
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Four or five boxes should be provided, one 
for the parts of the gasoline line, i. e., the pip- 
ing, the mixer, the gasoline pump, etc.; the 
second box for the parts of the ignition sys- 
tem, the third for the parts of the valve mech- 
anism, and so on. The bolts or nuts that se- 
cure the exhaust pipe may appear to be the 
same as those used in securing the inlet pipe, 
but in reality may differ so considerably that 
one may not be substituted for the other. 
This condition may apply to all parts of the 
engine, and it will be seen that these parts 
must be kept separated. As each part of the 
engine is removed it should be cleaned, and 
this is best done with kerosene and a stiff 
brush. 

As a first step all of the external parts of 
the engine should be removed, i.e., the igni- 
tion system, the gasoline system, the valve 
mechanism and other parts, so that finally 
only the bare cylinder is left. As each part 
is taken off it should be cleaned and put in 
good condition, so that the mixing valve, for 
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instance, will be cleaned and made ready for 
use as soon as it is taken off and before any 
work is done on the cylinder. 

If the engine has a removable cylinder head 
it should be taken oflF, care being exercised 
to preserve the gasket. The inside of the cyl- 
inder head should be cleaned from carbon, 
the water spaces should be examined and 
cleaned if necessary, the valves should be 
ground in, etc. The piston and connecting 
rod may then be removed, the piston being 
examined for faults that might cause a lack 
of compression. If the piston and cylinder 
are in good condition all of the piston rings 
should be bright all over and should be free 
and springy in their grooves, with only the 
very slightest lost motion up and down. If 
the rings are black and streaked it indicates 
that the pressure is blowing past, and that 
therefore there is a loss of compression. This 
difficulty may be due to a piston ring stick- 
ing in its groove or to weakness. 

If the ring does not move easily and is evi-^ 
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dently stuck, the entire piston should be 
placed in a pail of kerosene for a half hour 
or so to loosen the carbon that is lodged in the 
grooves. This treatment is frequently suffi- 
cient to loosen the rings and to permit the 
carbon to be washed out. If the carbon is 
baked hard the rings must be taken off. As 
the rings are made of cast iron and are thin, 
they are extremely brittle, and will break like 
glass if they are not carefully handled. They 
are sufficiently elastic to be sprung over the 
uppei^ part of the piston, but they must not 
be sprung open too wide. 

In order to take the rings off three strips 
of thin brass should be provided, ^ inch wide 
and 6 to 8 inches long. One end of the top 
ring should be pried out of its groove with 
the point of a knife, and one of the pieces of 
brass should be slipped under it to form a 
bridge across the groove. This strip of brass 
should then be worked half way around the 
piston, a second strip of brass being slipped 
under the end of the piston ring. The other 
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end of the piston ring should then be care- 
fully pried out of its groove and the third 
strip of brass slipped under it. The ring will 
then be entirely out of its groove and resting 
on the brass strips, and may be slid upward 
and oflF the piston. The second and third 
rings should be removed in the same manner, 
and it will be found that the brass strips will 
prevent them from snapping into the upper 
grooves. 

As each ring is removed it should be 
marked so that it may be returned to its par- 
ticular groove and with the proper side 
down. It will be noticed that one side of 
the ring is smooth and polished; this is the 
side that goes down. The rings should not 
be marked with a prick punch as this will 
break them; they should be marked with 
chalk or a piece of paper should be tied to 
each one. 

In scraping the carbon from the rings and 
the grooves a steel tool should not be used, as 
it will scratch the metal. A piece of hard 
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wood should be whittled down to a chisel edge 
and used for this purpose. 

The rings are almost always pinned to pre- 
vent them from sliding around in their 
grooves. These pins are screwed or riveted 
into the piston, and they should be examined 
to see that they are tight. If they are loose 
they will either work their way through the 
piston and into the crank case, or will back 
off and scratch the cylinder wall. 

If one side of the piston above the end of 
the wrist pin is bright and shiny and the op- 
posite side of the piston below the end of the 
wrist pin is also shiny, it indicates that the 
wrist pin hole has not been drilled true in the 
piston or that the connecting rod is bent. 
This condition will cause the engine to over- 
heat and will also result in a loss of power. 
If the difficulty is due to the inaccurate drill- 
ing of the wrist pin hole it can only be qflr- 
rected by supplying a new piston that is more 
accurately machined. If the connecting rod 
is bent it should be straightened in a properly 
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equipped machine shop, for it is a job that re- 
quires an expert. 

In taking off the connecting rod from the 
crank shaft care should be taken to notice the 
exact location of the shims, and this is also 
the case with the crank shaft bearings. If 
it is necessary to remove the shims they 
should be removed equally from the two sides 
of the bearing cup. Poor results will be ob- 
tained if one side of the cap is lower than the 
other. 

In reassembling the engine all the parts 
should be thoroughly cleaned, for a chip of 
metal or grain of sand under a gasket or be- 
tween ground surfaces will prevent a proper 
fit and will cause a leak. Before attaching 
bolts and nuts the threads should be oiled 
with machine oil, as this will permit them to 
go on evenly and without binding. It will 
also tend to prevent their rusting in place. 

A majority of the nuts and bolts of an en- 
gine are subject to vibration and may easily 
become loosened. This should be prevented 
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by the use of lock nuts, cotter pins or lock 
washers. 

VALVE GBINDINa 

When an engine has been in use for some 
time the valves will begin to leak, and will 
require grinding. In order to grind a valve 
the valve disk must be exposed; on some en- 
gines this will necessitate the removal of the 
cylinder head, while on others the valve cages 
may be withdrawn or the valve caps removed. 
The valve springs must be taken off, and the 
valve itself drawn out of its guide. 

The valve seat is to be moistened with oil 
and a little flour of emery dropped on it; 
grinding is accomplished by turning the valve 
on its seat so that the emery cuts into the 
valve disk as well as the seat, and wears them 
both to a smooth surface. The valve should 
not be revolved continuously in one direc- 
tion, but part way around in one direction and 
then as much in the other. A carpenter's 
brace with a screwdriver bit to fit in the slot 
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in the valve disk is a good tool to use, and it 
should be remembered that to get the best re- 
sults very little pressure should be exerted. 
After every few turns the valve should be 
lifted and turned to a new position on its seat, 
the wear thus being distributed. 

In order to test the valve the emery and 
oil should be washed from the valve disk and 
seat with gasoline, aad marks should be made 
all around the seat with a lead pencil. The 
valve should then be replaced, and given a 
quarter-tum with light pressure. H the 
grinding is completed the pencil marks will 
be removed entirely around the seat. How- 
ever, it is not necessary for them to be re- 
moved from the entire surface of the seat; 
if the valve makes contact all the way 
around, but only for a portion of the width 
of the seat, it will be suflScient to hold the 
pressure. 

When the grinding is finished great care 
should be taken to remove every trace of the 
emery. 
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IfENDINa A BROKEN PIPE 

A split in a brass or copper pipe may be 
permanently repaired by winding No. 12 or 
No. 14 bare copper wire around the pipe for 
the length of the split, and for a few turns be- 
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yond it at each end. The turns should be 
wound close together, and the ends secured 
to prevent them from unwinding. The aitire 
winding should then be soldered, as shown in 
Figure 72. 

OLEANnra the water jacket 

When an engine has been in use for a sea- 
son or two it is not nnasnal for the water 
jacket to become more or less filled with sedi- 
ment that forms a hard scale on the cylinder. 
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This is particularly liable to be the case 
when * * hard * ' water is used. 

The scale prevents heat from passing to the 
cooling water from the cylinder, and is there- 
fore responsible for the overheating of the 
engine. In order to remove it fill the water 
jacket with a mixture of muriatic acid and 
water, using one part of acid to four parts 
of water if the scale is thick and hard, and 
one part of acid to eight parts of water if 
the scale is thin and soft. Let it stand for 
from twelve to forty-eight hours. The scale 
should wash off when the jacket is flushed 
out; if it does not repeat the treatment. 

BAOKFIBINa 

It occasionally happens that a mild explo- 
sion will occur in the inlet pipe, accompanied 
by a puflf of smoke or possibly a jet of flame 
at the air inlet, and this is called a backfire. 
This is usually due to the mixture being so 
poor in gasoline that it bums very slowly, and 
is still burning when the inlet valve opens to 
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admit a fresh charge. The entering charge is 
ignited and explodes in the inlet pipe. 

Backfiring from this cause may be pre- 
vented by opening the gasoline valve a little 
to m^e the mixture richer, for a rich mixture 
bums rapidly enough to be entirely consumed 
by the time that the inlet valve opens. 

Another cause of backfiring is a worn and 
leaky inlet valve, or a sticking valve stem, 
for in such a case the flame may blow through 
the valve to the inlet pipe. Backfiring from 
these causes will be accompanied by a loss of 
compression. 

FIRE 

In case of a gasoline fire waste no time with 
water, but smother it with sawdust, flour, a 
blanket, or anything else that will shut out 
the air. Gasoline is lighter than water, and 
will float on it; if the gasoline is burning wa- 
ter will spread the fire, and will make mat- 
ters worse instead of better. 

Gasoline vapor is heavier than air, and will 
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sink to the floor if there is no draft to keep it 
stirred up. If gasoline has been spilled in a 
closed room the doors and windows should be 
opened to clear out the vapor. If this is not 
done the room will contain an explosive mix- 
ture that is capable of doing great damage if 
it is ignited. 

SEPAIR JOBS 

A small crack in a water jacket may be 
mended by filling the jacket with a strong 
solution of sal ammoniac in water. This 
chemical will cause the iron to rust, and will 
thus close the crack. If the crack is too large 
to treat in this manner scrape the metal 
around it, inside as well as outside if pos- 
sible, and heat it with a blow torch or other 
means. 31iis will expand the metal and open 
the crack sufficiently to permit it to be filled 
with a cast iron cement, of which a number 
of brands are on the market. 

A screw that is rusted in place may be loos- 
ened by holding a red-hot piece of iron 
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against its head until it is hot. The heat will 
expand it and loosen it suflSciently to permit 
it to be unscrewed. 

Busted nuts should have kerosene run on 
them. After waiting a few minutes to let the 
kerosene soak into the rust, hold a block of 
iron against one side of the nut and strike the 
opposite side a few sharp blows with a ham- 
mer. This should loosen the nut sufficiently 
to permit it to be removed. 

A stud is a bolt without a head, and 
threaded at both ends; studs are frequently 
used for cylinder heads, crank cases, etc. 
Having no heads, they cannot be turned with 
a wrench, and a pipe wrench or gas pliers will 
injure the threads. To turn a stud run two 
nuts down on the free end, and jam them to- 
gether by the use of two wrenches. To un- 
screw the stud put the wrench on the lower 
nut, and to screw it in use the upper nut. 

If a stud or bolt is broken oflf in a casting, 
with the break below the surface, it can be re- 
moved by drilling a hole in it, and driving 
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into the hole the pointed or handle end of a 
file. The sharp comers of the file will bite 
into the metal of the screw, and will grip it 
suflSciently to unscrew it. 

A pulley that is stuck on its shaft may be 
loosened by applying kerosene at the ends 
and set screw holes. A badly stuck iron 
pulley may be loosened by heating the hub 
with a blow-torch. 



CHAPTER Xm 

CAUSES OF TBOUBLE 

ANY part of an engine may go wrong, 
and the engine user should know 
the possible trouble that each part 
may give in order to keep his engine running. 
A loose nut or bolt is easily recognized, for 
it will make itself known by play or lost mo- 
tion that may be seen, or by noises that may 
be heard. 

Defects of ignition, carburetion and com- 
pression are not so apparent, and must be 
hunted for. 

DRY CELLS 

Dry cells should be kept in a tight box, and 

protected from dirt and dampness. If their 

pasteboard jackets become wet they will form 

a conductor between adjoining cells, and 

cause a waste of current. If the terminals 
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are oily, dirty, or loose, the current may not 
be able to pass to the wire. 

A dry cell will give its most intense current 
when it is new and will waste away with 
age, even if it is not being used; when buying 
cells, fresh ones should always be insisted on. 

When a dry cell has been in use for some 
time it becomes exhausted; it will give a cur- 
rent for a little while, and will then fail. If 
it is permitted to stand idle for an hour or 
so it will again give a current, but only tem- 
porarily. An exhausted cell is usless, and 
should be replaced. 

If a dry cell is chilled it will not give as 
intense a current as when it is warm. 

A dry cell will refuse to give a current from 
any one of the following causes: 

Exhausted. 

Connecting wires broken or loose. 

Terminals dirty. 

Improperly connected. 

Accidentally short-circuited. 

Chilled. 
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wntiNa 

All connections should be tight and clean; 
if a wire is attached to painted metal the 
paint should be scraped off and the surface 
rubbed with emery cloth. 

Bell wire may break inside the insulation; 
the break may not be visible, but can be lo- 
cated by feeling the wire. 

When stranded cable is used one of the 
strands may escape from under the nut and 
make a short circuit. 



VIBRATOR OOn. 

A vibrator coil should be kept dry, and free 
from dirt, and the connections should be 
clean and tight. 

As a result of use the platinum points will 
become burned and rough, and the blade will 
then work improperly. 

There will always be a little sparking at the 
platinum points; when this becomes excessive 
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the points should be cleaned. If necessary, 
they may be smoothed off with a very fine 
flat file or fine emery cloth, great care being 
taken to have them flat and true to each 
other. If the sparking continues after clean- 
ing and smoothing the points, and the adjust- 
ment is correct, it is a sign of internal trou- 
ble that requires the return of the coil to the 
makers. 

A vibrator coil will refuse to work from 
any one of the following causes : 

Platinum points dirty, oily or worn. 
Vibrator out of adjustment. 
Current too weak. 
Connections loose or dirty. 
Vibrator blade loose. 



MAEE-AND-BSEAK OOIL 

A make-and-break coil will give trouble 
through loose or dirty connections, or 
through being wet. 
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SPARK PLUGS 

The spark gap should not be less than 1/50 
inch, nor greater than 1/32 inch ; the distance 
may be adjusted by bending the electrodes. 

A spark plug will become fouled through 
use, and will then refuse to spark because the 
current will flow by the carbon deposit on the 
insulator instead of jumping the gap. The 
plug may be cleaned with gasoline and a stiff 
brush. 

A spark plug will refuse to work from any 
one of the following causes: 

Fouled. 

Gap too wide. 

Gap too small. 

Electrodes oily or wet. 

Insulator cracked or broken. 

Outside insulator dirty or wet. 

TIHEB 

A timer will give trouble through any one 
of the following causes: 
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Dirty. 

Packed with grease that is too thick. 

Timer spring weak. 

Connection loose. 

Slipping on shaft. 



IGNITER 

An igniter will give trouble through any 
one of the following causes : 

Electrodes dirty, wet or oily. 
Insulation fouled. 
Insulation cracked or broken. 
Out of adjustment. 
Movable electrode stuck. 
Springs weak or broken. 



FRICTION DRIVE GENERATORS 

A friction drive generator will give trouble 
through any one of the following causes: 
Friction wheel slipping. 
Governor sticking. 
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Brushes sticking. 
Brushes dirty. 
Brush springs weak. 
Commutator dirty or worn. 
Connections loose. 
Winding burned out. 

GASOLINE FEED 

The gasoline will be prevented from feed- 
ing properly by any one of the following 
causes : 

Dirt in the gasoline. 
Check valves of pump not working. 
InsuflScient suction, due to leaking joints. 
Leaking pump and connections. 

CASBUBETION 

The mixer will give trouble throtigh any 
one of the following causes: 

Dirt in the nozzle. 
Water in the gasoline. 
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Wrong adjustment. 
Air inlet clogged. 
Air leak in inlet pipe. 

VALVES 

The valves will give trouble through any 
one of the following causes : 

Dirty or rusty stems, causing valves to 
stick. 

Springs too weak. 

Valves worn. 

Not timed correctly. 

COMPRESSION 

A loss of compression will be caused by 
any one of the following defects : 

Leaking valves. 

Weak valve springs. 

Leaking spark plug or igniter. 

Leaking gasket. 

Leaking petcock. 
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Worn or scratched cylinder walls. 
Worn or scratched piston rings. 
Piston rings stuck or broken. 



LUBRICATION 

Trouble with lubrication will be due to any 
one of the following causes : 

Oiler dirty. 

Incorrect oiler adjustment. 
Oil of wrong kind or thickness. 
Oil thickened by cold. 



WATER COOLINO 

Defective water cooling will be due to any 
one of the following causes : 

InsuflScient water. 

Water jackets clogged with dirt, or with 
deposit from hard water. 
Water pump clogged. 
Ignition spark timed too late. 
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AIR COOLINO 

Defective air cooling will be due to any one 
of the following causes : 

Flanges dirty. 

Fan belt slipping. 

Fan blades bent. 

Ignition spark timed too late. 

EXHAUST 

A free exhaust will be prevented if the ex- 
haust pipe and muffler become clogged. 



CHAPTEE XIV 

EFFECTS OF TEOUBLE 

EVERY case of trouble has its reason, 
and as a general thing the reason 
may be determined by observing the 
action of the engine. 

In looking for engine trouble it mnst be 
remembered that the engine cannot help but 
run if it receives a proper charge of mixture, 
and if the mixture is compressed and ignited 
correctly; provided, of course, that the bear- 
ings are not too tight, the crank shaft is not 
broken, or some other vital point is not de- 
fective. 

The following list shows the causes of de- 
fective engine operation: 

ENGINE WILL NOT STABT 

No ignition. 

No carburetion. 

No compression. 
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ENGINE STABTS, BUT WELL NOT CONTINUE 

BUNNING 

Too heavily loaded. 
Exhausted battery. 
Dirt in spray nozzle. 

EXPLOSIONS STOP ABBUPTLY 

Broken wire in battery circuit. 

EXPLOSIONS WEAKEN AND STOP 

No gasoline. 
Exhausted battery. 
Loose timer. 

ENGINE MISSES EXPLOSIONS 

Governor operating. 
Sticking vibrator. 
Loose connection. 
Dirt or water in gasoline. 
Sticking valve. 
Water in cylinder. 
Dirt in timer. 
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ENGINE LOSES POWEB, EXPLOSIONS BEING 

EEGULAB 

Too heavily loaded. 
Weak compression. 
Ignition out of time. 
Piston or bearings too tight. 
Insufficient lubrication. 
Defective cooling. 



ENGINE OVEBHEATS 



Defective cooling. 
Insufficient lubrication. 
Ignition too late. 



'^popping'' in MIXES 



Mixture too weak. 
Inlet valve sticking. 



EXPLOSIONS IN MUPPLEB 



The result of missing explosions. 
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KNOCKS AND POUNDS 



Ignition too early. 
Loose bearings. 
Loose cylinder. 
Loose flywheel. 



HISSING 



Leaks of compression. 

Leaks in inlet or exhaust pipes. 



ENGINE KICKS BACK ON STABTINO 

Ignition too early. 



ENGINE WILL NOT STOP 

Heavy carbon deposit in cylinder. 

Spark ping electrodes so thin that they 
glow and ignite the charge. 

Frayed end of packing or point of metal 
that becomes overheated and ignites the 
charge. 
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BLACK SMOKE AT EXHAUST 

Mixture too rich. 



BLUE SMOKE AT EXHAUST 

Too much oiL 



CHAPTER XV 

TESTING FOB TBOUBLB 

WHEN there is trouble with the ig- 
nition system the canse is not al- 
ways easy to see, and it will be 
necessary to test the varions parts in order 
to tell what is at fault. It is far better to do 
this systematically than to go at it haphaz- 
ard in the hope of locating the fault by 
chance or by guess. It will be worse than 
useless to change the adjustment of the vi- 
brator unless you are certain that it is the 
vibrator that is making trouble, but none the 
less, many engine users try to locate trouble 
in just that aimless way. Many a man has 
gone to the store for a new battery when his 
neglect to turn on the gasoline was the reason 
why his engine would not run. 
If the following tests are carried out they 

will locate the fault exactly: 
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MAEE-AND-BBEAK STSTEM 

Let US suppose that there is trouble with 
a make-and-break system, operating with bat- 
tery and coil. Figure 73 is a diagram of this 
system, and it shows the battery with one 
terminal A connected to terminal B of the 
switch, switch terminal C connected to one 
terminal D of the coil, and the remaining ter- 
minal E of the coil connected to the insulated 
electrode F of the igniter. From the metal of 
the engine the current returns to the battery 
by the ground wire G H, the end G being con- 
nected direct to the metal of the engine, or, as 
shown in the diagram, to a switch device that 
breaks the circuit when the push rod moves 
to open the exhaust valve. 

There is a defect in one of these parts, but 
all that we know about it is that the engine 
will not run, although it is getting a proper 
mixture and the compression is good. As the 
first test, touch one end of a piece of wire to 
terminal F of the igniter, and wipe the other 
end across any unpainted metal part of the 
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engine ; if you get a good spark it shows that 
the battery is giving a current, and that the 
current is flowing properly over all parts of 
the system, with the exception of the igniter. 
If the igniter will not give a spark when you 
try to start the engine your test proves that 
the trouble is in the igniter itself. 

If this test does not show a good spark the 
trouble must be looked for in one of the other 
parts of the system, or possibly you have for- 
gotten to close the switch; that is a thing 
that any one is liable to do. 

Hold one end of your piece of wire firmly 
on the H terminal of the battery, and wipe 
the other end across the A terminal; if the 
battery is in good condition you will get a 
small crackling spark. If you get no spark 
look for loose or broken battery connectors; 
if these are all right you can make up your 
mind that the battery is exhausted. 

If you get a spark at A, continue to hold 
one end of the wire on H, and wipe the other 
end across terminal B. A spark at A and no 
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spark at B shows that the wire AB is broken 
or that its connections are loose or dirty. In 
the same way a spark at B and none at C 
shows that something is wrong with the 
switch, and a spark at C and none at D shows 
that there is something the matter with wire 
CD. 

When you touch the wire to the terminal 
E of the coil you get a much more intense 
spark, for now the coil is working. A spark 
at E shows that everything is in good condi- 
tion up to that point, and if then you get no 
spark at F you prove that the trouble is in 
the wire EF. You have already made a test 
with F connected to the metal of the engine, 
and did not obtain a spark; now crank the 
engine slowly until the igniter is making con- 
tact, and then wipe one end* of the wire across 
any bright metal part of the engine, the other 
end of the wire still being held on terminal 
H of the battery. The spark that you will 
get proves that the trouble is in wire GH, 
which is broken or poorly connected. 
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JXTMP SPARE 8TSTEM 

The jump spark system with battery and 
vibrator coil can be tested in an equally sim- 
ple way, in spite of the fact that instead of 
one circuit it has two ; the circuit over which 
the battery current flows, and the circuit of 
the sparking current. Figure 74 shows the 
battery circuit to be made up of the battery, 
the wire AB, the switch, the wire CD, the 
primary winding of the coil and the vibrator, 
the wire EF, the timer, and the ground wire 
GH. 

You begin your test with the knowledge 
that unless the coil is defective it will give a 
spark whenever the vibrator buzzes. So close 
the switch and turn the flywheel once for a 
2-cycle engine, and twice for a 4-cycle engine, 
listening for the buzz of the vibrator. If it 
buzzes in the usual way it shows that the bat- 
tery is giving current, and that the current 
is flowing properly through the coil and 
timer. If the engine will not run because of 
the lack of an ignition spark, you can be quite 
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sure that the spark plug is defective, or that 
the sparking current is leaking from the wire 
XY. 

To test the plug unscrew it, and lay it 
down on the cylinder so that only the screw- 
threaded part touches the metal; then crank 
the engine slowly, and when the vibrator 
buzzes watch for a spark at the plug elec- 
trodes. Do not be satisfied with any but an 
intense and briUiant spark; it is easier for 
the sDark to form in the open air than in the 
cylinder during the compression stroke, and 
a current that gives only a weak spark in the 
open air may not give any spark at all in the 
cylinder. 

If the vibrator does not buzz when you turn 
the flywheel, make sure that the switch is 
closed, and examine the vibrator. Touch the 
blade to see that the points are not stuck to- 
gether, and clean the points if they are dirty 
or oily. 

If still there is no buzz touch one end of a 
piece of wire to terminal F of the timer, and 
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wipe the other end across any unpainted part 
of the engine, in order to cut the timer out 
of the circuit. If this makes the vibrator 
buzz it shows that the timer is dirty, or that 
for some other reason it is not making con- 
tact as it should. 

If there is no buzz when you make this test 
hold one end of the wire firmly on terminal 
H of tHe battery, and wipe the other end 
across the A terminal; if the battery is in 
good condition you will get a small crackling 
spark. If there is no spark either the battery 
is exhausted or the battery connections are 
loose or broken. 

If you get a spark at A continue to hold 
one end of the wire on H and wipe the other 
end across terminal B. A spark at A and no 
spark at B shows that wire AB is broken or 
that its connections are loose or dirty. In the 
same way a spark at B and none at C shows 
that something is wrong with the switch, and 
a spark at C and none at D shows that the 
wire CD is defective. 
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If you get a spark at E, but the vibrator 
does not buzz, it will be because the adjust- 
ment is screwed down so far that the blade 
cannot move, or else that the platinum points 
are stuck together. 

If the vibrator buzzes when you touch the 
wire to terminal E, but there is no buzz when 
you touch the wire to terminal F, look for 
trouble in wire EF. If there is a buzz when 
you touch the wire to terminal F, but there is 
no buzz when you turn the flywheel, it shows 
that the trouble is in the ground wire GH, or 
in the terminal G. 



FKIOTION DBIVE GENEBAT0K8 

An engine fitted with a friction drive gen- 
erator usually has a battery system for start- 
ing; in such cases the generator may be 
tested while the engine is being run on the 
battery. Disconnect from the switch the wire 
leading from the generator, and wipe the 
bare end of the wire across any bare metal 
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part of the engine. If the generator and its 
wires are in good condition bright sparks will 
be produced. If there are no sparks wipe the 
wire across the other terminal of the gener- 
ator, and sparks at this point will indicate 
that the wire from that terminal to the engine 
is loose or broken. If no sparks are produced 
the generator should be looked over for a 
slipping drive wheel, a stuck governor, dirty 
or stuck brushes, weak or broken brush 
springs, or a dirty or worn commutator. 



GOMPBESSION 

With a 4-cycle engine the test for compres- 
sion is to turn the flywheel twice. If the com- 
pression is good the wheel will turn easily for 
a revolution and a half, and will then turn 
hard, with the feeling that it is turning 
against a spring. If the wheel turns easily 
for two revolutions it indicates that the gas 
is leaking out of the cylinder instead of being 
retained. The leak may be due to a stuck or 
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worn valve, a loose spark plug, igniter, valve 
cage or pet cock, to a leaky gasket, or to 
stuck or broken piston rings. 

In a 2-cycle engine the compression should 
be perceptible once during every revolution. 
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Adjustment, vibrator, 195. 
Advance of ijjnition, 83. 
Air, carbureted, 57. 
necessity for, 54. 
Air valve in mixer, 58. 
Air-cooling, 172. 
A n t i - freezing solutions, 

194. 
Armature, magneto, 99. 
Automatic valve, 44. 
Automobile engine, 24. 

Backfiring, causes of, 210. 
Baffle, 72. 
Battery, 112. 

connections of, 114. 

troubles given by, 215. 
Bearing, adjustment of, 37. 

automobile type of, 38. 

cap of, 38. 

marine type of, 37. 

material of, 36. 
Bosch high-tension mag- 
neto, 146. 

Cam, action of, 47. 
Cam shaft, 50. 
Carburetion, troubles given 

by, 221. 
Carbureter, compensating, 

66. 
necessity for, 57. 
Centrifugal force, 184» 
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Circuit, electric, 87. 
grounded, 90. 
make-and-break, 130. 
metallic, 90. 
open and closed, 90. 
Cleaning the water jack- 
et, 209. 
Cleanliness, necessity for, 

192. 
Coil, adjustment of, 195. 
high-tension or vibrator, 

154. 
jump spark, connections 
of, 157. 
troubles given by, 217. 
make-and-break, 132. 
troubles given by, 218. 
Cold weather, care in, 193. 
Combustion space, 9. 
Commutator, 107. 
Compensating carburetor, 

66. 
Compression, causes of 
trouble with, 222. 
necessity for, 10. 
Compression stroke, 14. 
Compression trouble, test- 
ing for, 240. 
Conductors of electricity, 

89. 
Connecting rod, construc- 
tion of, 36. 
Connections, jump spark 
coil, 157. 
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Cooling, causes of trouble 
withy 223. 
necessity for, 28. 
water and air, systems 
of, 169. 

Cotter pins, 34. 

Cracked water jacket, re- 
pairing of, 212. 

Crank arms, 40. 

Crank pin, 40. 

Crank shaft, strains on, 41. 
construction of, 40. 

Cycle of gas engines, 11. 

Cylinder, construction of, 
28. 

Cylinder head, attachment 
of, 198. 

Cylinder oil, gas-engine, 
165. 

Cylinder walls, 28. 

Deflector, 72. 

Detent, 18'6. 

Dry cell, principles of, 112. 

Dry cells, trouble given 

by, 215. 
Dynamo, principle of, 110. 

Economical running of en- 
gines, 177. 

Electric current, 85. 
ignition, 84. 

Electrical pressure, meas- 
ure of, 91. ^ 

Electrical principles, 85. 

Electricity, conductors 'of, 
89. 
producing magnetism by, 
92. 



Engine, automobile, 24. 
base of, construction of, 

41. 
horizontal, 26. 
operation of, causes of 

defects in, 225. 
overhauling of, 199. 
speed of, effect of, 181. 
starting cold, 193. 
vertical, 24. 
Engines, appearance of, 
difference in, 22. 
economical running of, 

177. 
stationary and automo- 
bile, comparison of, 
180. 
Exhaust, causes of trouble 

with, 224. 
Exhaust manifold, 52. 
Exhaust pipe, 52. 
Exhaust stroke, 15. 
Exhaust valve, necessity 

for, 15. 
Expansion, 2. 
of gases, 3. 
External combustion en- 
gine, 6. 



Fire, gasoline, extinguish- 
ing of, 211. 

Float feed vaporizer, 63. 

Flywheel, necessity for, 8. 
weight of, 16. 

Force, centrifugal, 184. 

Four-stroke cycle, 12. 

Freezing, prevention of, 
194. 

Fuel valve vaporizeri 74. 
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Gas-engine cycle, 11. 
Gas engine, principle of, 7. 
Gasket, material of, 30. 

necessity for, 30. 
Gaskets, making of, 197. 
Gasoline feed, 75. 

troubles given by, 221. 
Gasoline fire, extinguish- 
ing of, 211. 
Gasoline pipe connections, 

197. 
Gasoline pump, 75. 
Gasoline vapor, combus- 
tion of, 55. 
Gears, construction of, 50. 
Generator, electric, 85. 

friction drive, troubles 
given by, 220. 

parts of, 106. 

principle of, 106. 

speed of, 109. 

terminals of, 88. 
Governor, action of, 186, 

hit-or-miss, 186. 

necessity for, 184. 

of friction drive mag- 
neto, 110. 

principle of, 184, 

switch, 191. 

throttling, 188. 
Grinding the valves, 207. 
Grounded circuit, 90. 
Gudgeon pin, 32. 



Half-time shaft, 50. 
Heat, power from, 2. 
High-tension ignition, 137. 

magneto, 146. 
Horizontal engine, 26. 



Horse power, explanation 
of, 179. 

'Idle strokes, 15. 
Igniter, action of, 119. 

adjustment of, 127. 

operation of, 121. 

out of time, 127. 

parts of, 119. 

troubles given by, 220. 

Witherbee, 150. 
Ignition, advance and re- 
tard of, 83. 

electric, 84. 

high-tension or jump 
spark, 137. 

low-tension or make* 
and-break, 118. 

necessity for, 15. 

principles of, 80. 

time of, 82. 
Ignition system, parts of, 

84. 
Ignition wiring, 196. 
Injector, principle of, 72. 
Inlet manifold, 52. 
Inlet pipe, 52. 
Inlet stroke, 14. 
Inlet valve, necessity for, 

14. 
Insulated wire, 89. 
Insulators, 89. 
Internal combustion en- 
gine 6. 
Inward stroke, 12. 

Jump spark coil, 154. 
connections of, 157. 
Jump spark ignition, 137. 



246 



INDEX 



Jump spark trouble, test- 
ing for, 235. 

Lay shaft, 50. 
Low-tension ignition, 118. 
Lubricants, kinds of, 164. 
Lubricating systems, 165. 
Lubrication, principles of, 
163. 

Magnetism, electricity pro- 
duced by, 92. 
principles of, 92. 
Magneto, action of, 100. 
armature of, 99. 
Bosch high-tension, 146. 
friction drive, for make- 
and-break, 130. 
parts of, 106. 
principle of, 106. 
speed of, 109. 
testing for trouble in, 

239. 
troubles given by, 220. 
gear driven, 103. 
high-tension, action of, 
145. 
parts of, 140. 
oscillating, principle of, 
104. 
setting of, 129. 
parts of, 98. 
positive drive, 102. 

speed of, 103. 
principle of, 99. 
setting of, for make-and- 
break, 128. 
Main bearings, 40. 
Make-and-break circuit, 
130. 



Make-and-break coil, 132. 
troubles given by, 218. 

Make-and-break ignition, 
118. 

Make-and-break magneto, 
setting of, 128. 

Make-and-break trouble, 
testing for, 232. 

Make-and-break with fric- 
tion drive magneto, 
130. 

Manifolds, inlet and ex- 
haust, 52. 

Measure of electrical pres- 
sure, 91. 

Mechanically operated 
valve, 44. 

Metallic circuit, 90. 

Mixing valve, necessity 
for, 57. 
principle of, 58. 

Mixture, proportions of, 
64. 

Momentum, 8. 

Muffler, necessity for, 53. 

Needle valve, principle of, 
60. 

Non-conductors of electric- 
ity, 89. 

Normal speed, 183. 

Oil cup, 166. 

Oil, gas-engine cylinder, 

165. 
Oiler, 168. 
Oiling, causes of trouble 

with, 223. 
systems of, 165. 
Open circuit, 90. 
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Oscillating magneto, set- 
ting of, 129. 

Otto cycle, 11. 

Outward stroke, 12. 

Overhauling the engine, 
199. 

Packing rings, necessity 

for, 32. 
Pipe, broken, mending of, 

209. 
Pipe connections, 197. 
Piston, construction of, 30. 
Piston head, 30. 
Piston pin, 32. 
Piston rings, removal of, 
203. 
necessity for, 32. 
Power, comparison of, 180. 

development of, 16. 
Power stroke, 15. 
Pressure vaporizer, princi- 
ple of, 72. 
Pulley stuck, removal of, 

214. 
Push rod, 44. 

Reciprocating motion, 4. 
Retard of ignition, 83. . 
Revolution and stroke, 12. 
Rings, piston, removal of, 

203. 
Rocker arm, 44. 

Scavenging stroke, 15. 
Screw, rusted, removal of, 

212. 
Section, explanation of, 24. 
Series connection, 114. 



Series-parallel connection, 

116. 
Setting of make-and-break 

magneto, 128. 
Shims, 38. 

removal of, 206. 
Short-circuit, 115. 
Side shaft, 50. 
Solutions, anti-freezing, 

194. 
Spark plug, construction 
of, 138. 
troubles given by, 219. 
Sparker {See Igniter). 
Sparker, adjustment of, 
127. 
out of time, 127. 
troubles given by, 220. 
Speed, engine, effect of, 
181. 
normal, 183. 
Split pins, 34. 
Spray nozzle, 62. 
Starting cold engine, 193. 
Steam engine, principle 

of, 3. 
Stroke and revolution, 12. 
Strokes of cycle, 14. 
Stud, turning of a, 213. 
Stuffing box, 78. 
Suction stroke, 14. 
Switch, action of, 134. 

governor, 191. 
System in running engines, 
177. 



Terminals, generator, 88. 
Throttle, 188. 
action of, 67. 
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Timer, 158. 

troubles given by, 219. 
Trouble, compression, test- 
ing for, 240. 

friction drive magneto, 
testing for, 239. 

jump spark, testing for, 
235. 

make-and-break, testing 
for, 232. 

testing for, 230. 
Troubles, carburetion, 221. 

compression, 222. 

cooling, 223. 

dry cell, 215. 

engine, causes of, 225. 

exhaust, 224. 

friction, drive gener- 
ator, 220. 

gasoline feed, 221. 

igniter, 220. 

jump spark coil, 217. 

make-and-break coil, 
218. 

oiling, 223. 

spark plug, 219. 

timer, 219. 

valve, 222. 

wiring, 217. 
Two-stroke cycle, 17. 

Valve, automatic, 44. 
Valve cage, 52. 
Valve cap, 52. 
Valve grinding, necessity 
for, 5L 



Valve, operation of, 207. 
Valve pockets, 42. 
Valve springs, 43. 
Valve stem, 42. 
Valves, construction of, 42. 

necessity for, 42. 

operation of, 44. 

troubles given by, 222. 
Vaporizer, fuel valve, 74. 

necessity for, 57. 

pressure, principle of, 
72. 

principle of, 62. 
Vaporizing the gasoline, 

56. 
Vertical engine, 24. 
Vibrator, action of, 156. 

adjustment of, 195. 

coil, 154. 

troubles given by, 217. 
Volt, explanation of, 91. 



Water cooling, 169. 
Water jacket, 29. 

cleaning of, 209. 

cracked, repairing of, 
212. 
Winter, care in, 193. 
Wiring, ignition, 196. 

troubles given by, 217. 
Witherbee igniter, 150. 
Working stroke, 15. 

Wrist pin, 32. 
attachment of, 34. 
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